NEXTGEN Existing Line 2 
Updated Draft Proposals: July 2020 Su nset Bly d 


? How often will my bus run? 


Frequency* 
Peak Midday Evening Owl 


QUT Weekday 7.5 min 10 min 15 min 60 min 


Saturday 12min 12 min 15 min 60 min 
Sunday 12 min 12 min 15 min 60 min < 
Atwater Village Silver Lake Ry ie 
>E:M Weekday 11 min 15 min 27 min 30-60 min Ke = 
Line 2 Saturday 18min 16 min 27 min 30-60 min oe 4 = eal) 
Sunday 22 min 20 min 30 min 30-60 min FH VERMONT AV Be ce anset dean 
*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am Los Angeles e : 5 WILTOREE 
mins 
. : iii 2— = VINEST 
oHow is my bus changing? 242 
aE ies Hollywood 
cH 
More Frequency a ie al 
Simpler Network & es ie 
New Links aE 
ae FAIRFAX AV 


. . ; . West Hollywood 
New Line 2: Merge Lines 2 and 302 on Sunset Bl with Line 200 “S shared 


(Alvarado/Hoover): 

. New Line 2 would follow existing Lines 2 & 302 routes on 
Sunset BI between UCLA and Hollywood, merging with FH 
existing Line 200 at Sunset & Alvarado to Exposition Park/ 
USC via Alvarado, Hoover, Figueroa and MLK Jr ; 

: New Line 2 would provide direct route between USC/ BEVERLY DR™s & 
Exposition Park and Hollywood and high frequency service for 
all bus stops on Sunset BI and Alvarado St 


ROBERTSON BLVD 
DOHENY DR 


Beverly Hills 


° Underutilized bus stops would be consolidated to balance speed, 
reliability, and accessibility z 
+ Line 4 would remain serving Sunset Bl east of Alvarado St through o® 
ett 
Downtown LA yer’ VETERAN AVS Se 


s 
2 
“ 


<q N as a 
%s, 
e@==p NextGen Line Ds Y, 
ee A % 
«ss Existing Line Brentwood 0 ye? 


Metro 


Pacific Palisades 


NEXTGEN 


Updated Draft Proposals: July 2020 


Existing Line 4 
Santa Monica Blvd 


? How often will my bus run? 


Boyle Heights 
Frequency* 
Peak Midday Evening Owl 
WiC Weekday 6 min 7.5 min 10 min 30 min &, / 
Saturday 7.5 min 10 min 10 min 30 min ot 
Sunday 7.5 min 10 min 10 min 30 min $ 7 TABCRISAAT 


> deities Weekday 14 min 15min 21min = 30 min henuewer 
i i i i University Park 
Line & Saturday 16min 15 min 23 min 30 min rer ——flZt 
Sunday 20 min 17 min 24 min 30 min i 
NORMANDIE AV 
| Koreatown 
WESTERN AV 
*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am +} 
@ S| Hollywood 
° b h ° > << fil Vine st 
©How Is my bus changing: == 
5 Mu oa 
<= 
More Frequency is 3 3 5 ri ql 
Simpler Network 101 8 ofN a — 404 
= = n 
a =| = 
a Zhi FAIRFAX AV = 
aS we 
New Line 4: Merge Lines 4 and 704 on Santa Monica BI: i West Hollywood i 
. New Line 4 would follow the existing Line 4 & 704 routes 
between Downtown Santa Monica and Downtown LA via . Be 
Santa Monica Bl and Sunset Bl “dy DOHENY DR 
. Bus stops between Westwood and Downtown LA would Beverly Hills “ 
be adjusted through consolidation of underutilized stops R: 
to balance speed, reliability, and accessibility, with only bus 2 
stops for existing Line 704 retained between Westwood and 
Downtown Santa Monica. 
- Except during overnight OWL periods when all bus stops would ee 
be served in Santa Monica. ee 


+ The highest frequency of service shown above would be available at 
all bus stops between Westwood and downtown LA 


RW 
< N S x 
e===p NextGen Line a * 
seemmee Existing Line ‘ os 


Metro 


NEXTGEN Existing Line 10 
Updated Draft Proposals: July 2020 M el rose Av e 


? How often will my bus run? 


Frequency* 
Peak Midday Evening Owl 


Wy qacti Weekday 10 min 15 min 15 min -- 
. Saturday 20min 20 min 20 min -- 
TLE Sunday 20 min 20 min 20 min ae 


Hollywood Hills 
>E'M Weekday 12 min 19 min 45 min 60 min 
Li 10 Saturday 22 min 20 min 50 min 60 min 
ine Sunday 28min 20 min 57 min 60 min 
Los Feliz 
*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am z ‘i 
a 
a < 
: b h 4 » Hollywood ig 4 
©How Is my bus changing: cd a 
wat s Te 
More Frequency if. poeee ee 
= BEVERLY BLVD a 2 
> z [=I 
3 a |g 
3 i = 
Line 10 has no route changes rf Los Angeles wi bi hid} 
° Line 10 would continue to operate in partnership with Line a - Zs 
48. Buses continuing to change between these two lines at - & $ 
Temple/Figueroa in Downtown LA = ~ § PIX 
. Line 10 would have more frequency during midday and g vy PS 
evening hours on weekdays z= Sj Ss 
* Line 10 late-night OWL service would be discontinued due to &, 
low utilization. OWL service would be available on Line 4 on 
Santa Monica BI. (10) 
University Park 


wT 


AN 


e@===p NextGen Line 
sennenee Existing Line 


Metro 


NEXTGEN Existing Line 14 
Updated Draft Pr Is: September 202 
pdated Draft Proposals: September 2020 Beverly Blvd 


? How often will my bus run? 


Frequency* 
Peak Midday Evening Owl 


Ce 4tCT-Ti Weekday 10 min 15 min 15 min 60 min 
Line 14 Saturday 20min 20 min 20 min 60 min 
Sunday 20 min 20 min 20 min 60 min 


>it Weekday 8 min 13 min 48 min 60 min 
Li 14 Saturday 22 min 19 min 58 min 60 min 
ine Sunday. = 27 min 19 min 58 min 60 min 


VERMONT AV 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


Fast Hollywood 
e b h e » 
©How Is my bus changing: ts 
WESTERN AV 
More Frequency i 
Simpler Network Los Angeles A. 
Larchmont 2 oO 
al 
a 
77 i ARDEN BLVD 
Line 14 would continue between Downtown Los Angeles to Beverly/ wi ; 
San Vicente via Beverly BI Holywood = ES 
° Line 14 would have more frequency during midday and st Hancock Park 
evening hours on weekdays b70 
: Line 14 service west of Beverly/San Vicente to Pico BI would ane Mid-Wilshire 
be replaced by new Line 617 operating on Burton Wy and 
Beverly Dr 
« Line 14 would continue to operate in partnership with Line 37, with ie 
buses still changing to Line 37 at 1st/Beaudry in Downtown LA FAIRFAX AV S 
») 
~ 
Beverly Grove «© 
Se Carthay z 
> 
LA CIENEGA BLV % 
N 


West Hollywood < 


<N 


DOHENY DR = 
ep NextGen Line : 


suenenee Existing Line 


M et ro Reverly Hills 


BEVERWIL DRY 
Ss) 

«Ss 

Ns 


Century City 


NEXTGEN 


Updated Draft Proposals: September 2020 


? How often will my bus run? 


Chinatown 


Frequency* os, 
Peak Midday Evening Owl Downtown 
S4 
Wy Qicl- Weekday 6 min 7.5 min 10 min 60 min "Pep, 
Line 16 Saturday 7.5 min 7.5 min 10 min 60 min 2 s> 


Sunday 7.5 min 7.5 min 10 min 60 min 


>i Weekday 5 min 7.5 min 18 min 60 min 
Li 16 Saturday 9min 8 min 24 min 60 min 
ine Sunday. —-_ 13 min 11 min 27 min 60 min 


| 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am VERMON TAY 


Koreatown 


oHow is my bus changing? 


WESTERN AV 
More Frequency 
Simpler Network Windsor Square 
ARDEN BLVD oO 
New Line 16: Merge Lines 16, 17, and 316. New Line 16 will operate 70} Hollywood 
between Downtown LA and 3rd St/San Vicente via 3rd St, then north 
on San Vicente to Santa Monica Bl to connect with Line 4 with more LA BREA AV Mid-Wilshire 
frequency during midday and evening hours on weekdays. 
. Lines 4 (Santa Monica Bl) or Line 28 (Olympic Bl) would be Fairfax 
available service at Century City ps 
FAIRFAX AV — Mid-City 
° New Line 617 would operate between E Line (Expo) Culver 


City Station to Ce dars-Sinai Medical Center/Beverly Center 
via Robertson BI then travel west via Burton Wy and south 
on Beverly Dr to Pico Bl, replacing lines 14 and 16 on these PALIENERS —- 

: ico-Robertson 
streets. ROBERTSON BLVD 


Carthay 


Ko, 
DOHENY D EN 
% 
“~ 
Q 
«<q N Beverly Hills % 
% 
emp NextGen Line Palms 
secs Existing Line & 


Metro “LUV 


NEXTGEN 


Updated Draft Proposals: September 2020 


Frequency* 


Peak Midday Evening 


aici Weekday 45 min 45 min 45 min 
. Saturday 60min 60 min 60 min 
SUE AWA Sunday 60 min 60 min 60 min 


>Ei'M Weekday 30 min 60 min 60 min 


Line 17 [hae 7 = 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


oHow is my bus changing? 


More Frequency 
Simpler Network 


New Line 16: Merge Lines 16, 17, and 316. New Line 16 will operate 
between Downtown LA and 3rd St/San Vicente via 3rd St, then north 
on San Vicente to Santa Monica BI to connect with Line 4 with more 
frequency during midday and evening hours on weekdays. 
: Lines 4 (Santa Monica Bl) or Line 28 (Olympic Bl) would be 
available service at Century City 
° New Line 617 would operate between E Line (Expo) Culver 
City Station to Ce dars-Sinai Medical Center/Beverly Center 
via Robertson BI then travel west via Burton Wy and south 


on Beverly Dr to Pico Bl, replacing lines 14 and 16 on these 


streets. 


Metro 


<N 


emp NextGen Line 
scenes Existing Line 


Existing Line 17 
Robertson Blvd 


Chinatown 


a 


VERMONT AV 


Koreatown 
WESTERN AV 


Windsor Square 


dl 


ARDEN BLVD 


Hollywood 


LA BREA AV Mid-Wilshire 


Fairfax 


FAIRFAX AV Mid-City 


Carthay 


LA CIENEGA BLVD 
Pico-Robertson 


DOHENY D EN 
% 
2 
(y 
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a) 
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NEXTGEN Existing Line 18 
Updated Draft Proposals: July 2020 Wh ti er Blv d 


? How often will my bus run? 


Frequency* 


Peak Midday Evening Owl / 
“Vey 
Ce 4tCT-il Weekday 6 min 7.5 min 10 min 60 min 4V 
. Saturday 7.5 min 7.5 min 10 min 60 min EASTERN 
UME Sunday 75min  7.5min 10 min 60 min a oa 
@ 
eres ATL 
>i Weekday 9 min 9 min 28 min 60 min ANTIC Ay 
Li 18 Saturday 13min 12 min 29 min 60 min 
ine Sunday. —- 17 min 15 min 32 min 60 min & 
SOTO ST 
a4 ALAMEDA ST 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


e b h e » 
©How Is my bus changing: @ 
ROY, 
More Frequency “4 
Simpler Network VERMONT AV Fe 
2H 
WESTERN AV iii 
New Line 18: Merge Line 18 and Line 720. New Line 18 would operate Roscieneeca ea 
between Metrolink Montebello-Commerce Station and Downtown LA: 3 
. More frequency for all new Line 18 bus stops between East UA BREAAV wi 
LA and Downtown LA zi 
. New Line 18 service would continue between Downtown LA FAIRFAX AV 3H 
and Wilshire/Western via 6th St S CIENEGA 
Si BLvp 
*  Underutilized bus stops would be consolidated to balance h 7 te) 
tiers eve Sif 
speed, reliability, and accessibility. / 
evERLY PF e 
N G 
at gen © 
ent 
< N Se 
== NextGen Line RY 
eo Existing Line ry 
Metro Ww 
oe 


NEXTGEN Existing Line 20 
Updated Draft Proposals: July 2020 Wilsh ir e Blv d 


? How often will my bus run? 


Frequency* 
Peak Midday Evening Owl 6 
eg, 
C= 4tCl-ill Weekday 5 min 5 min 7.5 min 30 min 4y 
. Saturday 64min 6 min 7.5 min 30 min EASTERN 
UP AUR Sunday 6 min 6 min 75min 30min 7 ” 
19 
a. Ac ATL 
>i Weekday 15 min 12 min 28 min 30 min ANTIC Ay 
Li 20 Saturday 20min 16 min 31 min 30 min 
ine Sunday 23 min 20 min 29 min 30 min & 
SOTO ST 
a ALAMEDA ST 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


oHow is my bus changing? ® 


More Frequency 


Simpler Network VERMONT AV 


WESTERN.AV 


Bs: 
Die =e 


New High Frequency Line 20: Merge Line 20 and Line 720 between 


Downtown Santa Monica and Downtown LA via Wilshire BI., ROSSMOREAV a 
following the existing Line 20/720 route: = 
+ The highest frequency of service shown above would be LABREAAV 10] 
available at all bus stops between Westwood and downtown LA ni 
. Underutilized Line 20 bus stops between Westwood and FAIRFAX AV St & 
Downtown LA would be consolidated to balance speed, Si ENEGA BLVp 
reliability, and accessibility, with Line 20 moving from 7th to 5th & F7/ 
and 6th St in Downtown LA. i 
. New Line 20 would serve existing Line 720 stops west of 
Sepulveda BI to Santa Monica Ruy DR A 
+ Except during overnight OWL periods when all bus stops would be BEVE % 
served in Santa Monica. - “S 
. New Line 720 would operate peak periods weekdays serving only > en 2 
existing Line 720 stops between Downtown LA and Westwood gave’ 
< N RS 
e@=m=p NextGen Line SX 
eo Existing Line x 
Metro A> 


NEXTGEN 


Updated Draft Proposals: July 2020 


? How often will my bus run? 


Frequency* 
Peak Midday Evening Owl 
C= 4tCT-Vil Weekday 7.5 min 10 min 15 min -- 

. Saturday 15min 15 min 15 min -- 
U4 cunday 15 min 15 min 15 min “se 
>it Weekday 18 min 27 min 36 min 60 min 
Li 28 Saturday 15min 14 min 33 min 60 min 

ine Sunday 20 min 18 min 31 min 60 min 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


oHow is my bus changing? 


More Frequency 
Simpler Network 


New High Frequency Line 28: Merge Line 28 & Line 728. New Line 28 would 
operate between Century City and Downtown LA via Olympic BI. New Line 

684 will link L Line (Gold) Lincoln/Cypress Station and Eagle Rock: 

More frequency during weekdays and weekends at all bus stops 

between Century City and Downtown LA with the highest frequency 

of service weekday peak and midday shown above available at all 

bus stops between Olympic BI/Fairfax Av and downtown LA 
Underutilized stops between Century City and Downtown LA on 

Olympic Bl would be consolidated to balance speed, reliability, and 
accessibility 

New Line 684 would link L Line (Gold) Lincoln/Cypress Station and Eagle 
Rock via existing Line 28, with 30 minute weekday and weekend daytime 
service and 30 min weekday evening and 60 min weekend evening service. 
Line 45 would serve the section of Line 28 on Broadway between 
Downtown LA and Av 26 

Line 28 late-night OWL service would be discontinued due to low 
utilization. OWL service would be available on Line 20 on Wilshire BI, 


Line 33 on Venice BI, and Line 45 on Broadway. 
<N 


e===p NextGen Line 
secs Existing Line 


Metro 


Existing Line 28 
Olympic Blvd & 
Eagle Rock Blvd 


South San Gabriel Pico Rivera 
Montebello Fy 
oO 
Monterey Park 
y 6 4A 
South Pasad o a g “Oy 
outh Pasadena 
ge = 
~ Wy 
Cf nS 
2 3 vi 
Fl Sereno Ps Wy 
hid ATLANTIC AV 
Highland Park 45 
Boyle Heights STATE st 
Lincoln Heights Vernon SOTO ST Aa 
> ALAMEDAST v 
< Downtown 
i Central-Alameda 
S ) 
& aw Pay CENTRAL AV 
' Fl 
~ lorence 
of Westlake 45 
BROADWAY 
H k é 
Neel. N VIRGIL AV i University Park VERON Vermont Vista 
NORMANDIE AV FH 
Los Angeles Koreatown fH Harvard Heights beat 
WILTON PL =a = S 
H| es 
hij a ae 
Aulington Heights CRENSHAW BLVD z 
Hollywood: 2 4 E fi 
a ry a 
Faifoy Mid-Wilshire =e 
= 
ni7d 3 LA CIENEGA BLVD 
Si Carthay 
West Hollywood @ | 
Beverly Hills Ni Beverlywood Ko5 a 
aq Century City @ 
A & El Segundo 
¢ 0% a 
CSOs (4) 
‘oe* SS 5 
bs % Mar Vie 
Westwood 4 4 far Vista 
% 
{2 
2 al 
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NEXTGEN Existing Line 30 
Updated Draft Proposals: July 2020 Pico Blv d 


? How often will my bus run? 


Frequency* 
Peak Midday Evening Owl So if fio) 
705) Yt 
WT qi Weekday 10 min 10 min 15 min - Lincoln Heights | “Zs 7 Boyle Heights ies 
RR ee saturday = 15min 15 min 15 min -- Y, i 
Sunday 15 min 15 min 15 min -- “ps i“ 
H 
>it Weekday 8 min 12 min 30 min 60 min = ‘I i ~~ 
Line 30 Saturday 12min 12 min 30 min 60 min a a? ig 2 2 at 
Sunday 16 min 13 min 30 min 60 min Fysian Park Re 5 5 Sj] ALAMEDA ST 
“4 Q Ss 
aS Cf 2 
*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am Q ey cS 
plate foto Pak = @ ¥ CENTRAL AV 
e h e » € 
oHow is my bus changing: ST | HI Ss 
cy <> 
Westlak 
More Frequency RLY SSS 
Simpler Network ( yin: WO 
Pico-Union 
VERMONT AV | 
New Frequent Line 30: Merge Lines 30 & 330 between West Los Angeles ‘| 1 
Hollywood and L Line (Gold) Indiana Station via San Vicente Bl, Pico eae ai 
BI, and 1St St, via existing Lines 30/330 between Pico Rimpau Transit WESTERN AV olf 
Center and L Line (Gold) Little Tokyo/Arts District Station: a ail Pre tri 
. Existing Line 30/330 service on San Vicente Bl would be eg gl 
discontinued, with alternative bus service available on F tl Ta Bik 
Olympic Bl (Line 28), Wilshire BI (Lines 20, 720), 3rd St (Line 3 = iS) i 
16), Beverly BI (Line 14), Santa Monica BI (Line 4) S oS ere m i CRENSHAW BLVD 
° Existing Line 30 service between Little Tokyo and Indiana L Line = S - o cA 
(Gold) stations would be eliminated, with alternative service fi70) Hollywood Z a =x iS 4 
available on the L Line (Gold) 2 i eae Sel edt 7 West Adams 
+ Underutilized bus stops will be consolidated on Pico BI to balance ae # MAUsep 
speed, reliability, and accessibility, FAIRFAX AV av a7) 
. Line 30 underutilized late-night Owl service would be discontinued. 7 Mid-City 
NOY 2s 
\Y Carthay 
West Hollywood <? % 
< N Gomera £ al LA CIENEGA BLVD %, 
| P00 
emp NextGen Line HH LF ft Pica-Robertson \", 
ai ae eo os oon oa 
a Existing Line sazuee® a DOHENY DR 
M et ro ee Beverlywood & 
Beverly Hills ri Culver City 
= 


NEXTGEN 


Updated Draft Proposals: July 2020 


? How often will my bus run? 


Frequency* 
Peak Midday Evening Owl 


QUT Weekday 7.5 min 10 min 10 min 60 min 
. Saturday 10min 10 min 10 min 60 min 
SUE EIE Sunday. 10 min 10 min 10 min 60 min 


>it Me Weekday 17 min 18 min 30 min 60 min 
Li 33 Saturday 23 min 20 min 27 min 60 min 
ine Sunday = 28 min 23 min 28 min 60 min 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


oHow is my bus changing? 


More Frequency 
Simpler Network 


New Line 33: Merge Lines 33 & 733 on Venice Bl, following existing 
Line 33/733 alignment between Downtown Santa Monica and 
Downtown LA via Venice BI: 


° New Line 33 route would be modified to serve Pico Station in 
Downtown LA 

. Increased service frequency for all new Line 33 bus stops 
between Santa Monica and Downtown LA 

° Underutilized stops between Santa Monica and Downtown LA 
would be consolidated to balance speed, reliability, and accessibility 

+ Line 733 stops will be served in Santa Monica except during overnight 


OWL periods when all bus stops would be served. 
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emp NextGen Line 
seers Existing Line 


Metro 


Existing Line 33 
Venice Blvd 


Downtown 


re 


’ HOOVER ST 1g 


a 
lee 
a 


ef 
oon ys, VERMONT AV 
o . 
NRE NORMANDIE AV 
>i - i 
WESTERN AV = = Adams-Normandie 
lu 
o 
Zz 
Arlington Heights i Jefferson Park 


Hollywood 
LA BREA AV Mid-Wilshire 


Mid-City 


i Fax 4 v 


Existing Line 35 


NEXTGEN 
Updated Draft Proposals: July 2020 WETS h i n gto nB lvd 


? How often will my bus run? 


Frequency* 
Peak Midday Evening Owl 
Cy qacti Weekday 12 min 12 min 15 min -- 
. Saturday 15-20min 15min 20 min -- 
SURE Sunday 15-20 min 15 min 20 min “e 
>i! Me Weekday 8 min 9 min 16 min -- 
. Saturday 11min 10 min 21 min -- 
SUSIE Sunday) 16min = 14min. = 21min — 
Seven le WILSHIRE BLVD 
Mid-Wilshire — 
*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am eS re Q e 
aie S Cy z zw 
° ° 5 ee £ picopivn = Fa z 8 hich 
oHow is my bus changing: Ge ~ 3 E heats 3 oe 
a =z ~ & Arlington Heights > ti reat RS 
is I POE rE ETE EE PTT TET YES 
WASHINGTON BLVD - Downtown 


More Frequency 


& “ . a 
. eee Adams-Normandie m) = b3 < 
Line 35 has no route changes. University Park pA & 
. Line 35 would continue to operate in partnership with Line & a 
38, with buses still changing to Line 38 at Broadway/Venice 
TF 


AN 


emp NextGen Line 
auemenee Existing Line 


Metro 


NEXTGEN 


Updated Draft Proposals: July 2020 


? How often will my bus run? 


Frequency* 
Peak Midday Evening 


ty qacT- Weekday 10 min 15 min 15 min 
. Saturday 20min 20 min 20 min 
SUE YAEE Sunday. 20 min 20 min 20 min 


> Ei! Weekday 8 min 13 min 48 min 
Li 37 Saturday 22min 19 min 58 min 
ine Sunday 27min 19 min 58 min 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


oHow is my bus changing? 


More Frequency 


Line 37 has no proposed route changes: 
. More frequent service during evening hours 
. Line 37 would operate in partnership with Line 14, with buses 
changing to Line 14 at Hill/Adams in Downtown LA 


Metro 
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£Don, Do a 


West Adams 


RODEO RD 


Arlington Heights 


Q 


CRENSHAW BLVD 


Existing Line 37 
Adams Blvd 


WASHINGTON BLVD 


ADAMS BLVD 3737 


Jefferson Park 
JEFFERSON BLVD 


> Adams-Normandie 


WESTERN A 
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Pico-Union 
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NEXTGEN Existing Line 38 
Updated Draft Proposals: July 2020 W. Je ffer son Blv d 


? How often will my bus run? 


Frequency* Hollywood 
Peak Midday Evening Owl Fr) 


yates Weekday 12 min 12 min 15 min -- 
. Saturday 15-20min 15min 20 min -- 
UES Sunday. 15-20 min 15min 20 min ae 


>it Weekday 8 min 9 min 16 min = 
Li 38 Saturday 11min 10 min 21 min -- 
ine Sunday = 16 min 14min 53 min 2 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


. Los Angeles 2 = a hig 
oHow is my bus changing? ! : = & 
lh 2 2 & 
More Frequency ay ah wi i ie 
=, ‘ & = Ae Downtown 
fe = oO & / 
uy : & eb 
H a Weare Rime Adams-Normandie > < 
‘ 5 J 
Line 38 has no route changes: ‘ew, JEFFERSON BLVD 38 38 Ky 
. Line 38 would continue to operate in partnership with Line Culver City “RODEORD F 
35, with buses still changing to Line 35 at Broadway/Venice e) os Exposition Park hip 
= = = SS SS Historic South-Central 
o Baldwin Hills/Crenshaw = > > 2 ES 
< aie <= = & 
o 77) Ww S 9 
Ww 2 WA ze e ¢ 
z rT) Ww o ~ £ 
Wi o z = x & 
(a) o z n 
= > = 
big 


AN 
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NEXTGEN Existing Line 40 
Updated Draft Proposals: July 2020 M L King ax Crenshaw = 
Hawthorne Blvd 


SUNSET BLVD 


? How often will my bus run? 


* FOUNTAIN AV 
Frequency YT Hottywood 
Peak Midday Evening Owl a Pee 
© <] MELROSE AV Go 
: a . a 
Wy qact-i Weekday 10 min 10 min 15-30 min -- ee a] BEVERLY BLVD 
= Saturday 15min 15 min 15-30 min -- Ss Fairfax AMM poncack Park 10 
SU Sunday. 15 min 15 min 15-30 min -- RY S 
SS “ff WILSHIRE BLVD Te, é 
S Mey & Chinatown 
- nt : . ' P OLYMPIC BLV sre bseey 
>: Me Weekday 15 min 19 min 31 min 60 min 0 | Mie-istir <7. H 
Line 40 Saturday 20min 20 min 34 min 60 min PICO BLVD 
Sunday 21 min 20 min 34 min 60 min VENICE BLVD 
Mid-City Los Angeles <S 
oS i e. ” 
*Peak: 6-9am/3-7pm, Midday: Jam-3pm, Evening: 7pm-12am, Owl: 12-4 cee ms en ec > 
eak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am West Adams 7 we th Ss Downtown = 
RODEO RD mS = = 
: =z TT] 
e ° ae : > 5 = Historie South-Central SS 
Baldwin Hills/Crensh te 
oHow is my bus changing? ee 4 
More Frequency Ladera Heights 


Vermont Square 


Simpler Network : mee 
View Park-Windsor Hills H SLAUSON AV 
= Hyde Park 
New High-Frequency Line 40: Merge Lines 40 & 740. This new line 40 
would operate between LA Union Station and Downtown Inglewood 
is) Manchester Square 


Station via Broadway, ML King Jr BI, Crenshaw BI, Florence Av: _ 
: More frequency for all bus stops on Broadway, ML King Jr Bl, 


FIRESTONE BLVD 


Crenshaw BI, and Florence Av paerced 
. Underutilized bus stops will be consolidated on Broadway, ia CENTURY BLVD w 
ML King Jr BI, Crenshaw BI, and Florence Av to balance speed, lennox iF 
reliability, and accessibilit SE 
y: Y IMPERIAL HWY SER IMPERIAL HWY 
+ Line 40 Owl service between LAX and Downtown LA would be eee fe 
discontinued, with alternative Owl service available on Lines 45 POH Siete = 
and 111 iw 
. New Line 212 would serve La Brea Av, Hawthorne BI south of aS 
Downtown Inglewood Station ending at South Bay Galleria FH ie 
ROSECRANS AV Hg Haathone 
rH ES 
A N Hl MARINE AV 
e@=m=p NextGen Line 2ND ST Lawndale 
t : sens Existing Line ARTESIA BLVD #34 - 
Me ro HJR: 182ND ST 


antes 


Torrance 


NEXTGEN ° as ° 
Updated Draft Proposals: July 2020 Existing Line 45 


Broadway 
e 
? How often will my bus run? 
Frequency* 
Peak Midday Evening Owl pe aree poxpit ie 
Lincoln Heights: a 
NT4cct-l Weekday 5 min 7.5min 10-30 min 60 min 07 —~4n 
ATT WA.e saturday = 7.5 min 7.5 min 15-30 min 60min SEO & 
Sunday 7.5 min 7.5 min 15-30 min 60min ‘. Fw e (70) 
ap G 
=e ¢ 
Existing Weekday 11min 17 min 51 min 60 min hs. 
. Saturday 15min 11 min 46 min 60 min D 
SM Sunday. 23min 14min 53min 60min “es 
University Park w. 
Los Angeles oO 
*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am we 
e ) Vermont Square : 
oHow is my bus changing? uetist 
B4THST i 
More Frequency sLAUSON AV 
Simpler Network Vermont-Slauson GAGE AV 
> 
= 
FLORENCE AV = Faiharb 
New High Frequency Line 45: Merge Lines 45 & 745 on Broadway St: Vermont Knolls 3 
. New Line 45 would follow existing route between Harbor MANCHESTER AV ~ 
Freeway Station, Downtown LA, and Lincoln Heights via 
Broadway St is 
* More frequency for all new Line 45 bus stops CENTURY BLVD 1p tq Broadnay-Manchester 
. Underutilized bus stops on Broadway St would be HOTELS BEE Green Meadows 
consolidated to balance speed, reliability, and accessibility at ates pec 
. Line 127 will replace the segment of Line 45 south of Harbor Or 
Freeway Station on 117th St, Broadway St, El Segundo BI, and ti ay GSE 
Main St to San Pedro & Rosecrans (see Line 127 information sheet) 2 ih Milowtrook © 
135TH ST ae aug, STOCKWELL ST 
wi = ROSECRANSAV 
) it 
tee COMPTON BLVD S Fast Compton 
AN a 
: Compton 
e=m==p NextGen Line 


z 
z 
o 
= 
oO 
cs 
= 
= 
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Re Existing Line 
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NEXTGEN Existing Line 48 
Updated Draft Proposals: July 2020 Main = San Pedro Sts 


? How often will my bus run? 


Frequency* 
Peak Midday Evening Owl 


Wty qact-i Weekday 10 min 15 min 15 min -- 
. Saturday 20min 20 min 20 min -- 
SUM Sunday 20 min 20 min 20 min ae 


>it Weekday 12min 19 min 45 min = we 
Pry Ye Saturday 22 min 20 min 50 min = oO 
ine Sunday =. 28 min 20 min 57 min a“ 


University Park 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


MARTIN LUTHER KING JR BLVD 


oHow is my bus changing? 


Log 


4 
More F VERNON AV E 
ore Frequency Los Angeles 9: 
Vermont Square col 
eH 
SLAUSONAV 
Line 48 has no route changes : 
+ Line 48 will operate in partnership with Line 10, with buses Vermont-Slauson GAGE AV Ag 
changing between these two lines at Main & Venice in sane 
Downtown LA é | FLORENCE AV 
: Improved frequency during the midday and evening hours on ees o : 
ra | 
weekdays vara a i Florence-Firestone 
i] FIRESTONE BLVD 
=n 
pat 
OFM 92ND ST 
aH 
aH 
Si CENTURY BLVD 
Vermont Vista Pe 
: Green Meadows Watts 
Broadway-Manchester H 
A N IMPERIAL HWY | 


e===p NextGen Line 120TH ST 


seenenee Existing Line 


M e t ro Willowbrook 


EL SEGUNDO BLVD 


a 
at 
a 
z 
o 
= 
=> 
<= 
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Updated Draft Proposals: July 2020 


Existing Line 51 
Avalon Blvd 


? How often will my bus run? 


Frequency* 
Peak Midday Evening Owl 1 > 


28357 
Westlake 


Ton 


UCT Weekday 7.5 min 7.5 min 20-30 min 60min 


Line 51 Saturday 10min 10 min 20-30 min 60min H See Pr iN "sy 
Sunday 10 min 10 min 20-30 min 60min OLYMPIC BLVD""8si522,5> My 
ea eage Ss 
aerate T 
52 
a Fi . is ‘ Pico-Uni - 
>it Weekday 7 min 12 min 36 min 60 min ia) , STP 
- Saturday 9min 10 min 32 min 60 min DADAMS BLVD "hy 
SM Sunday 15min 12min. 38min — 60 min > 
University Park 
Los Angeles 
Historic South-Central 
*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 4ISTST = 
e e 
South Park i Vernon 
oHow is my bus changing? ; 
as SLAUSON AV 
More Frequency Hernan Siausa) || #3 GAGE AV 
Simpler Network i aunnS nal 
FLORENCE AV ‘aaa 
Vermont Knolls i= Florence-Firestone So 
MANCHESTER AV 7 
New Line 51: Merge Lines 51, 52, 351 on San Pedro St and Avalon BI. fl Zz Lp 
New Line would follow existing routes between Downtown LA, San 2B < South Gate Sp, 
Pedro St, and direct via Avalon BI (no longer serving Main St) and CENTURYIBENBS |G i Sey 
Victoria St to a new southern terminus at Cal State Dominguez Hills 2 Liss 
. Lines 51/52/351 would not operate between Downtown LA IMPERIALHWY iL eo 
and Wilshire/Vermont, with alternative service available on 120TH ST nS 3 
Wilshire BI (Line 20) and 8th St (Line 66) Athens a oe 
. Line 127 would replace Lines 51/351 on Compton BI. Willowbrook =e € = 
. More frequency would be provided for all bus stops on San 135TH ST ae kos rm 
Pedro St and Avalon Bl, with highest frequency provided north of ROSECRANS AV Paramount = 
the C Line (Green) Avalon Station ie cecil SOMERSET BLVD’ 
1% s <= =) 2) = 
. Underutilized bus stops would consolidated to balance speed, S vest Compt aoe ai ia Esl 
reliability, and accessibility. < < a o & a i 
* _ LADOT DASH E service would be introduced on 7th St between & Be a 22 2 Belislowes 
downtown LA and Wilshire/Alvarado > 2 eo ° ga 
Si VICTORIAST < zt 
: Pesan w La a 
we ee = w & 
Dominguez 
Hills 


NEXTGEN 


Updated Draft Proposals: July 2020 


? How often will my bus run? 


Frequency* 

Peak Midday Evening 
C= 4tCT-ill Weekday 7.5 min 7.5 min 15-30 min 
Line 51 EAoiagaEoE a 
> CEiite Weekday 7 min 12 min 36 min 
Line 52_ haga a oo 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


oHow is my bus changing? 


More Frequency 
Simpler Network 


New Line 51: Merge Lines 51, 52, 351 on San Pedro St and Avalon BI. 
New Line would follow existing routes between Downtown LA, San 
Pedro St, and direct via Avalon BI (no longer serving Main St) and 
Victoria St to a new southern terminus at Cal State Dominguez Hills 
. Lines 51/52/351 would not operate between Downtown LA 
and Wilshire/Vermont, with alternative service available on 
Wilshire BI (Line 20) and 8th St (Line 66) 
. Line 127 would replace Lines 51/351 on Compton BI. 
: More frequency would be provided for all bus stops on San 


Owl 


60 min 
60 min 
60 min 


60 min 
60 min 
60 min 


Pedro St and Avalon Bl, with highest frequency provided north of 
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University 
Los Angeles 


Historic South-Central: 2. 
41ST ST 


South Park 


Vermont-Slauson 


FLORENCE AV 


Vermont Knolls 


MANCHESTER AV == 
1) 


CENTURY BLVD 


FIGUEROA ST 


IMPERIAL HWY 


Athens 


135TH 
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ion 


Park , Rigs 


a 
wo 
od 
wo 
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N 
wo 
— 
ite) 
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ST 
AV 


ae AS 

120TH ST Ss a 
SL fA 

Willowbrook = = 
— a) oO 

G Zz 

Fast Compton = 

Paramount a 

SIPS 5ie27 SOMERSETBLVD © 


Existing Line 52 
Avalon Blvd 


AG 
= 

oS Ts Chinatown 
.) 


7 
Xs S7 


BANDINI BLVD 


Vernon 
SLAUSON AV 


GAGE AV : 
Huntington Park 


Florence 


— 
Florence-Firestone oO 


South Gate 


AVALON BLVD 


the C Line (Green) Avalon Station < Wepscasssseeeessasseee 2222 > 
. Underutilized bus stops would consolidated to balance speed, a eos =2 wirm x 
reliability, and accessibility. a conn u 4 2 ee << Bellflower 
. LADOT DASH E service would be introduced on 7th St between L = =| So 3 sa = 
downtown LA and Wilshire/Alvarado 4 nee VicTORIAST = ™ < 
A N er cw B wT a 
e@== NextGen Line oe 
sees Existing Line z 
Oo 
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NEXTGEN ° as ° 
Updated Draft Proposals: July 2020 Existing Line 53 


Central Ave 


? How often will my bus run? 


erawuaaey® ee Elysian Park 
53 53 
Peak Midday Evening Owl in Wie 
Sin, 
LT qicl Weekday 10 min 10 min 20-30 min -- AM op 
Line 53 Saturday 20min 20 min 20-30 min -- “ Ose 
Sunday 20 min 20 min 20-30 min -- < *.. 5TH ST 
= KY 6TH ST 
Citi Weekday 8 min 15min 30min -- s 
. Saturday 12-15min 15min 20 min -- ae 
CREE Sunday. 20-30min 20min 30min -- ,, 
Historic South-Ce ental 
. : 41ST ST 3 
Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am VERNONTAUEE 


Central-Alameda 
Vernon 


Los Angeles 
oHow is my bus changing? i gia 


i, SLAUSON AV 
More Frequency 


GAGE AV Huntington Park 


bye} ie] 


FLORENCE AV 
Florence 


Florence-Firestone 
Line 53 between Downtown LA and Cal State Dominguez Hills via 


Central Av would be changed as follows: 
° More frequency during the midday and evening hours on 
weekdays with the highest frequency of service weekday peak 
and midday shown above available at all bus stops between 
Willowbrook/Rosa Parks Station and downtown LA 
Reroute Line 53 to serve the A Line (Blue) Willowbrook/Rosa 
Parks Station (instead of C Line (Green) Avalon Station) to 


MANCHESTER AV 


CENTRAL AV 


dl 


CENTURY BLVD 


Watts 


., AVALON BLVD 


™ 
: 
: 


IMPERIAL HWY 


120TH STi i Log 
f ; : | 53 
connect with both the A Line (Blue) and C Line (Green) ; iss 
+ Selected Line 53 trips will continue south of the A Line (Blue) inne ; 
Willowbrook/Rosa Parks Station to Cal State Dominguez Hills : is odH Bt 
. Reroute Line 53 in Downtown LA from Beaudry Av to Olive St to ROSECRANS AV ¥ 
serve more destinations and a new connection to Line 4 (Line 55 will 3A comPTON BLVD 
replace Line 53 on Beaudry Av) West Compton q 
A N ALONDRABLYD 4 
= GREENLEAF BLVD 
. “— 
e=m=p NextGen Line ARTESIABLVD | e 
seueenas Existing Line H Fa 
M et ro 2 Carson Carson — © VICTORIA ST 


5a753 
CSU Dominguez Hills 
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Existing Line 55 
Compton Ave 


? How often will my bus run? 


Frequency* Westlake C 
Peak Midday Evening Owl “34 os 
101 Ay, 
‘ . : : 4 
Wy qact-i Weekday 12 min 12 min 20-30 min 60min Io 4b 
. Saturday 20min 20 min 20-30 min 60min Pico-l DTK, 
URE sunday 20 min 20 min 20.-30 min 60min ae ae 
iP 
>it Weekday 15 min 20 min 60 min 60 min | 
. Saturday 12-15min 15min 30 min 60 min University Park SU 
RE Sunday 23-30min 23min 60min 60 min S3 
As | 
Exposition Park 
*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am Los Angeles od feet df 
° - W VERNON AV F Central-Alameda 
oHow is my bus changing? 
ESISTST fala 
More Frequency i 
Simpler Network z i a is Seen z 
& i=) in || i i 
oo. & GAGEAV ©: < a 
z 2 ae e-ie 
wi «2 oF <{ ° 
New Line 55: Merge Lines 55 & 355 between Downtown LA and si FLORENCE AV rH a is 
Willowbrook/Rosa Parks Station via Adams Bl and Compton Av: La shoot 2H 
. New Line 55 would follow existing Line 55/355 route with all wo zi 
trips ending at Willowbrook/Rosa Parks Station MANCHESTER AV ai 
: More frequency for all bus stops on Adams BI and Compton Ba Ee 
Av 92NDST 
. Underutilized stops would be consolidated to balance speed, 
reliability, and accessibility CERES BEND Band 
° The deviation via Firestone A Line (Blue) Station would be Pe 
discontinued due to underutilization and in order to keep the 
route as direct as possible IMPERIAL HWY 
= 5 - 
Ke 120TH ST een: 
Bh oN EY = Lynwood 
ai ese 
ELSEGUNDOBLVD — %2, 
A N Willowbrook SS ise 
STOCKWELL ST SA 
e@=m=p NextGen Line 2 { 
sso Existing Line ROSECRANS AV — oe 
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Met ro COMPTON BLVD : 


ALONDRA BLVD 
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Updated Draft Proposals: July 2020 


? How often will my bus run? 


Frequency* 
Peak Midday Evening Owl 
C= 4tCT-il Weekday 5 min 10 min 15-30 min 60min 
Line 60 Saturday 10min 10 min 15-30 min 60min 
Sunday 10 min 10 min 15-30 min 60min 


>i: Ms Weekday 10 min 18 min 33 min 60 min 
Li 60 Saturday 15min 13 min 35 min 60 min 
ine Sunday = 22 min 14 min 35 min 60 min 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


oHow is my bus changing? 


More Frequency 
Simpler Network 


New High Frequency Line 60: Merge Lines 60 & 760 on Long Beach 
BI between Downtown LA, C Line (Green) Long Beach BI and A Line 
(Blue) Artesia Stations: 

. New Line 60 would follow the existing Line 60 route between 
Downtown LA and A Line (Blue) Artesia Station and would 
include a reroute in Downtown LA from 7th and Figueroa St 
to 7th St, Central, 5th, and Grand/Olive 

. High frequency service would be provided for all new Line 60 
bus stops 

. More high frequency would be available north of C Line (Green) 
Long Beach Bl Station and Owl service would continue to be 
provided south to Downtown Long Beach 

. Underutilized bus stops on Santa Fe Av and Long Beach BI would 
be consolidated to balance speed, reliability and accessibility, 
omitting the low utilization OWL deviation to Compton Station. 
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kt05) 
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Updated Draft Proposals: July 2020 


? How often will my bus run? 


Frequency* 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


oHow is my bus changing? 


Simpler Network 
New Links 


New Line 262 will operate between East LA College, L Line (Gold) 
Atlantic Station, and Hawaiian Gardens, via Atlantic Av, Telegraph Rd, 
Pioneer BI, replacing existing Line 62: 


. Line 62 wil be discontinued between Downtown LA and 
Atlantic Bl/Telegraph Rd with Line 66 serving that segment. 

. New connection to East LA College will be created 

° Discontinue existing Line 62 on Imperial Hwy/Bloomfield Av at 


Norwalk, reducing overlap of Norwalk Transit service, providing 
better service on Pioneer BI. 

* The highest frequency of service would operate north of Los 
Cerritos Center. 


emp NextGen Line 


Metro 


Peak Midday Evening Owl 


Cy qtet Weekday 20-40 min 20-40min 30-60min_ -- 
. Saturday 30-60 min 30-60min 60min -- 
SLY Sunday. 30-60 min 30-60min 60min ac 


>it Weekday 27 min 32 min 58 min -- 
. Saturday 56min 40 min 59 min -- 
SYA Sunday. 57min 52min 58min -- 


Pico-Union 


Existing Line 62 
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Sy 
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dl 
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7 a 
Ww \ 
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f eS OLYmp 
& ° IC BLD 
> = , 
& 8 . 
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a <i 
Commerce © is05) 
SLAUSON AV 
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eee 5 Santa Fe Springs 
19 i, 

aa: 
a 4 

aaa ee: 

a | 
ra vaxka 
Of yw, 
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? How often will my bus run? 


Existing Line 66 
8th St — Olympic Blvd 


Frequency* 
Peak Midday Evening Owl 
Ce 4tCT-il Weekday 10 min 10 min 15-30 min -- 
. Saturday 15min 15 min 15-30 min -- 
URL OR cunday 15 min 15 min 15-30 min -- 
>: Ms Weekday 14 min 18 min 48 min 60 min 
Li 66 Saturday 16min 15 min 55 min 60 min 
ine Sunday = 29 min 21 min 58 min 60 min 
1015 
*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am Koestom 6TH ST Lio) 
4g le Downtown 
e e » 4 2m f 
oHow is my bus changing: EE 8 
cos Angeles > =n 6 on i = 
i ae z ee oe > & > 
Simpler Network iY | ff} = & a 
i = soy Y = 
uw ui @ €. NY = g Alaa g G 
Line 66 between D Line (Purple) Wilshire/Western Station and borin £g See TTIER Biyn = Wontebells 
Metrolink Montebello Station via Western Av, 8th St, and Olympic Bl 1g & KS uw © nanagee = 
will change as follows: B =. 9 so 79 
° Replace the deviation along 8th St in East LA with Line a ys as — 
66 traveling direct on Olympic Bl, replacing Line 62 and xy u 
«4s . . CAG 
providing faster more direct service. ¥ 
. Line 605 would still be available on 8th St. i 


Discontinue service between Olympic & Gerhart and Metrolink 
Montebello Station due to underutilized service and to reduce 
overlap of lines, with Line 66 ending at Commerce Center. 
Line 18 would provide alternative service to Metrolink 
Montebello Station 
Line 66 late-night OWL service would be discontinued due to low 
utilization. OWL service would be available on Line 18 on Whittier Bl 
and Line 20 on Wilshire BI. 

AN 


emp NextGen Line 
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? How often will my bus run? 


Frequency* 
Peak Midday Evening Owl 


Ce 4tCT-il Weekday 7.5 min 7.5 min 10-30 min 60min 
Line 70 Saturday 10min 10 min 15-30 min 60min 
Sunday 10 min 10 min 15-30 min 60min 


> CEiTie Weekday 15 min 20 min 24 min -- 
. Saturday 21min 22 min 24 min -- 
SSB Sunday. 20min 20min 24min -- 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


oHow is my bus changing? 


More Frequency 
Simpler Network 


New Frequent Line 70 replaces Line 68 between Downtown LA and 
East LA College via Cesar E Chavez Av (see Line 70 information 
sheet): 
: Line 68 east of Atlantic BI to The Shops at Montebello will be 
replaced by Line 106. See Line 106 page for more details. 
. New Owl service would be provided by new Line 70 on Cesar 
Chavez Av 
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Existing Line 70 
Garvey Ave 


? How often will my bus run? 


SANTA ANITA AV £1 Monte Station 
Frequency* 
El Monte ass South El Monte 
Peak Midday Evening owl i o 
Rr: 
C= 4tCT-il Weekday 7.5 min 7.5 min 10-30 min 60min oF 
Line 70 Saturday 10min 10 min 15-30 min 60min Temple City oH 
Sunday 10 min 10 min 15-30 min 60min ROSEMEAD BLVD mi 
<i 
> eit: Weekday 15 min 16 min 24 min 60 min Rosemead a 
P Saturday 18min 20 min 24 min 60 min ar 
SULA Sunday) 18min 16min. = 30min. 60 min SANGABRIELBLVD  & # 
2 : 
San Gabriel a " 
> os i 
*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am % | oO H| 
S = HH Montebello 
ae HH 
oHow is my bus changing? © GARFIELD AV i Monterey Park 
e = 
106 3: 
More Frequency ATLANTIC BLVD Games 
: Alhambra 
Simpler Network A 
New Owl Service »»¥ meee” ae 
FREMONT AV 2 if S 
s oF 
New Higher Frequency Line 70: Merge Lines 70 and 770; new Line es 
70 would operate between Downtown LA and El Monte Station via zi 
Garvey Av. rH Fast Los Angeles 
. Alternative New Line 106 would Replace Line 70 service on =! 719 
aa 
Ramona Bl and Marengo St. af 
° Underutilized bus stops on Garvey Av, Atlantic Bl, and Cesar any 
Chavez Av would be consolidated to balance speed, reliability a 
and accessibility, 
° New Owl service on Cesar Chavez Av Boyle Heights 
hid Lincoln Heights fe 
& % 
3 * 
Y 
2 
6 Chinatown °K : 
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<N s 
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NEXTGEN Existing Line 71 
Updated Draft Proposals: September 2020 Downtown LA - LAC & 
USC Medical Center, 


by ill > 
ow often will my bus run Cal State LA 


Frequency* 
Peak Midday Evening Owl 


Fl Monte 


QUT Weekday 15-30min 15-30min 15-30min_ -- 7 


. Saturday 20-40 min 20-40min 20-40min_ -- 
UE sunday 20-40 min 20-40min 20-40min -- 


Temple City 
. . => 
> Celi Weekday 17 min 34 min 60 min -- = 
Li 71 Saturday 60min 60 min 60 min -- S 
ine Sunday 60min 60 min 60 min - & 
106 
Rosemead The Shops at Montebello 
*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 
: South San Gabriel 
San Gabriel 
e e — 
oHow is my bus changing? 5 \ rs 
nw 
4 
More Frequency ER RIE! Gly ® 
Simpler Network 106 in ane 
Alhambra J 2 
Line 71 will be replaced by new Line 106 between Cal State TLA 
University Los Angeles and State Street via City Terrace Dr and NTIc Bry 
Wabash Av, and Marengo St, connecting with Line 70 to Downtown 
LA at Cesar Chavez Ave/State St ae rea] 
4S0p 
& 
a hig Lincoln Heights ay", 
Chinatown if 
N Elysian Park 
e===p NextGen Line Echo Park 
sennmenn Existing Line ty: 


Metro 
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? How often will my bus run? 


Frequency* 
Peak Midday Evening Owl 


C= 4tCT-il Weekday 12 Min 12 min 15-30 min 60min 
Line 76 Saturday 20min 20 min 30 min 60 min 
Sunday 20 min 20 min 30 min 60 min 


>: Me Weekday 17 min 17 min 40 min 60 min 
Li 716 Saturday 21min 21 min 40 min 60 min 
ine Sunday 36 min 22 min 40 min 60 min 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


oHow is my bus changing? 


More Frequency 
Simpler Network 


Line 76 between Downtown LA and El Monte Bus Station via Main 
St and Valley BI would continue to follow the majority of the existing 
alignment operating more frequent midday and evening service 
during the weekdays: 
: Line 76 would no longer travel to the Metrolink El Monte 
Station due to underutilized service and will instead operate 
on Santa Anita Av. The Metrolink El Monte Station would be 
served by City of El Monte’s shuttle & trolley services 
. Line 76 in Downtown LA would continue operating on Alameda 
St. to 1st St. then existing route to 7th St./Maple St. 
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Updated Draft Proposals: September 2020 
Las Tunas Dr 


? How often will my bus run? — 


Frequency* 
Peak Midday Evening Owl S _ 
3 8 
A Taict-Ti Weekday 10 min 10 min 20-30 min -- ee 
Line 78 Saturday 20min 20 min 30 min -- Arcadia q N 
Sunday 20 min 20 min 30 min -- iB SANTAANITA AV 5 & FtMonte 
hy 
oO 
Seti Weekday 12min 40min 30min — -- z od Se 
P Saturday 36min 45 min 60 min = ; 

Line 78 Sunday 45 min 36 min 60 min a Sierra Madre #B cunset BLVD 


ROSEMEAD BLVD 
*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 
Rosemead 


South San Gabriel 


oHow is my bus changing? 


More Frequency 


i=} 
Simpler Network =| ee 
Pasadena a < oO a 
a = 
F 5 Monterey Park 
New Frequent Line 78: Merge Lines 78, 79, and 378 between = | 
Downtown LA and Arcadia (Live Oak Av/Santa Anita Bl). Route would MARENGO AVea | [2 ene felch 
follow Mission Rd, Huntington Dr then continue along Main St/Las 
Tunas Dr, Arcadia Station. 
. Discontinue Line 78 service on Live Oak Av east of Santa 
Anita Av which is served by Foothill Transit Line 492 
+ Replace Line 79 service on Huntington Dr east of Maycrest Av to e—t-4 
the Arcadia L Line (Gold) Station with new Line 179 which would had 
connect with Line 78 at Huntington Dr/Rose Hill Transit Center SS 
° Underutilized bus stops would be consolidated to balance speed, = 
reliability, accessibility. Fagle Rock & 
° The highest frequency of Line 78 service weekday peak and midday s Renee 


shown above would be available at all bus stops between Main/ 
Garfield and downtown LA a 


< N Glassell Park o 


emp NextGen Line 


Flysian Park 


seemmeee Existing Line if 


® >> ‘ “> 
M et ro Atwater Village ., 
Silver Lake re. 


NEXTGEN Existing Line 79 
Updated Draft Proposals: September 2020 Hun ti n ot on Dr 


? How often will my bus run? eaatee 
Frequency* A 
Peak Midday Evening Owl Ms, e 
= 
Wy atcT-il Weekday 30 min 30 min 30 min -- | OG 
ART WL oaturday = 40 min 40 min 40 min - Areallla N 
Sunday 40 min 40 min 40 min a iB SANTA ANITA AV 5 = ELMonte 
5 = 
Tae “ g SANTA 
SRST Weekday 20min 36min 40min -- i a 
. Saturday 45min 45 min 40 min -- 
ULWAMEE Sunday 45min 36min 40min —-- Sera Mae gunset BLN 


ROSEMEAD BLVD 


i 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 
Rosemead 


South San Gabriel 


oHow is my bus changing? 


More Frequency 
Simpler Network 


LAS TUNAS DR 


sunnunpsnsceesnnenennnen 


oS 


S 
SS 
SS 


er SD 
3 o a 


Pasadena 


Alhambra Monterey Park 


COLORADO BLVD 
CALIFORNIA BLVD 


New Frequent Line 78: Merge Lines 78, 79, and 378 between 
Downtown LA and Arcadia (Live Oak Av/Santa Anita Bl). Route would mins We Be EASTERN AV 
follow Mission Rd, Huntington Dr then continue along Main St/Las 
Tunas Dr, Arcadia Station. 
. Discontinue Line 78 service on Live Oak Av east of Santa 
Anita Av which is served by Foothill Transit Line 492 
. Replace Line 79 service on Huntington Dr east of Maycrest Av to 
the Arcadia L Line (Gold) Station with new Line 179 which would had Fee pe 
connect with Line 78 at Huntington Dr/Rose Hill Transit Center 
° Underutilized bus stops would be consolidated to balance speed, 
reliability, accessibility. 


Fast Los Angeles 


= 
a 
Fagle Rock se 
S 
= 


Los Angeles 
a 
<q N Glassell Park o 


emp NextGen Line 


Elysian Park 


seemmae Existing Line 7 


b2> 
@ >. 
M et ro Atwater Village = 
Silver Lake Vase 


NEXTGEN Existing Line 81 
Updated Draft Proposals: July 2020 Figu eroa Ss t 


? How often will my bus run? 


Frequency* 2 - 
rene Si ay even ing oo” Glendale ae Pasadena 
WT 4ict-Ti Weekday 10 min 12 min 15-20 min 60min YOSEM Es 
Line 81 Saturday 20min 20 min 20 min 60 min Yo a wi 
I Sunday 20 min 20 min 20 min 60 min RK Bip S 
>it: Weekday 9 min 14 min 40 min a : ne ey i 
Line 81 eek 20 min 40 min -- J as 
ine Sunday 26 min 24 min 40 min -- Sp South Pasadena 
; 2 Sg 
Silver Lake Z 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 
e b h e » 
©How Is my bus changing: 
5, S, 
More Frequency Aap SoM Sy 
5 pe Ss? 
Simpler Network en, 
New Owl Service Ly 
. © 
Line 81 route would remain same south of Figueroa St and Yosemite a 
Dr between Harbor Freeway Station, Downtown LA, and Eagle Rock. University Park 
Line 81 will replace Line 181 and will be rerouted via Yosemite St to RODEG RD 
provide service to Colorado BI/Eagledale. Pane Historie South-Central 
: More frequency during midday and evening hours — 
« Selected trips would continue to end at Figueroa/Colorado 3 
° Line 180 would continue to serve Colorado BI. rm GiStSE Bee 
° New Owl Service (in place of Line 83) to Figueroa/Colorado, 2 et 
. sien . SLAUSON AV 
connecting with Line 180 Owl service 
GAGE AV 
FLORENCE AV [E 
< 
<= 
rs 
MANCHESTER AV 
A N CENTURY BLVD 
e=m=p NextGen Line ; 
atts 
sseces Existing Line re 
—[ IMPERIAL HWY 
etro =E, 
120TH ST 


Willowbrook 


Existing Line 83 
Broadway — York & 
Silver Lake — Hollywood 


NEXTGEN 


Updated Draft Proposals: September 2020 


? How often will my bus run? 


* Od9 
Frequency Glendale i..5) colon i 
Peak Midday Evening Owl ev See, evens DO BLVD pasadena 
4. E YOSEMirp nc 
: : . & 5 
C= 4tCT-Jil Weekday 30 min 30 min 30 min -- % i . S 
AOE: yy saturday = 30 min 30 min 30 min - % Seas lhK Bi yp VEZ 
Sunday 30 min 30 min 30 min -- Los Feliz “2, has ee 
Row, Y op ANS hd eRe RD 
. = Ps i 7 « oo <s 
Existing Weekday 24 min 35 min 40 min 60 min FRANKLIN AV A % «eg y 
Line 83 Saturday 37min 40 min 40 min 60 min 132: Ke RORY South Pasadena 
ine Sunday 36 min 38 min 40 min 60 min SUNSETBLVD 175i F og ey / A 
: x z Elysian Valley we fs Y = Montecito Heights 
Hollywood Pm Fast Holliwood Silver Lake 144 w Ass 
: ; MELROSE AV fi z . Bia um 
*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am =] on Bf 1828 = 
Fcho Park = (= Sg py “) El Sereno | Z 
a SF ile BROADWARE i 
e) H i b h i > ky, S: Di yy Lincoln Heights b 
ow is my bus changing: Ns Z : 
= Sno SP Lyp =~ Y le Chinatown cCEDR 
Simpler Network “hp, ar ST OGEs “Bs CITY TERRA' 
New Links Ico ne Wn, Joos Via < 
Pico-Union “YD ap SEM ay we & 
Lines 83, 175 and 665 as well as Line 256 between Cal State LA and o os ? mes es 
Highland Park would be replaced by New Line 182 between Indiana/ J oe vee oO in 
Olympic, Cal State LA, Broadway/Thomas, Highland Park, and East University Paki Mas, z 
Hollywood yy No». 2 
; ; . ; RODEO RD Uf =f OLYMPic BLVD 
. New Line 182 provides a more direct east-west connection Historic South-Central r) ; 
Pp H “Up 182 
between Northeast LA and Hollywood while maintaining : 
service to John Marshall High School, and replacing Lines 83 
and 175 Vermont Square = aae Vernon 
. New Line 182 would replace Line 665 between Indiana/Olympic : T 
and Cal State LA, would replace Line 256 between Cal State LA = 
and Huntington Dr, and replace Line 252 via Mercury Dr and Vermont. Slausan i GAGE AV Huntington Park 
Griffin Ave, Avenue 43, and Figueroa St rather than Marmion Wy AT ARENGE AV 
and Monte Vista St on ial 
° Frequent alternative service to/from Downtown LA is available on Vermont Knolls is 
Figueroa St (Line 81) and the L Line (Gold) Heritage Square Station MANCHESTER AV? 
* New Line 81 Owl Service will replace Line 83 Owl Service. 4 ooND ST 
A N Gramercy Park : 
e@==p NextGen Line Vermont Vista 3 
wee , =" Watts 
sees Existing Line bad 
M etro © IMPERIAL HWY 
120TH ST 


Harbor Gateway 


NEXTGEN 


NextGen BY Anceyy 


Line 90 pon 


>it Weekday 
. Saturday 


oHow is my bus changing? 


Simpler Network 
More Reliable Service 


Updated Draft Proposals: September 2020 


Frequency* 
Peak 


20 min 
30 min 
30 min 


18 min 
35 min 
46 min 


Merge Lines 90 & 91 on Foothill BI: 
° New Line 90 (replacing existing Lines 90 and 91) would 


commence from Temple St & Baudry Av in downtown LA and 


? How often will my bus run? 


Midday 


20 min 
30 min 
30 min 


25 min 
30 min 
34 min 


follow the existing Line 90 to Sunland 
° On the north end, new Line 90 would be routed on Vineland 
Av from Sunland to North Hollywood Station, for better 
connections to bus and rail service (replaces Lines 222). 
. Line 90 north of Sunland BI would be discontinued with 


new Line 690 operating on a segment of Foothill Bl between 
Sunland and Sylmar 


Metro 


Evening 


30-60 min 
30-60 min 
30-60 min 


45 min 
60 min 
60 min 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


Existing Line 90 
Foothill Blvd 


Sun Valley 


SATICOY ST a , 
a, 
- B 
Z BS 
VICTORY BLVD = Burbank Pe 
North Hollywood oz Glendale : s 
BURBANK BLVD” > oe 
North Hollywood Station wey AW 


oO 
Ko, 


Valley Village 


MOORPARK ST. 
Toluca Lake oe had 
Griffith Park 
Glassell Park 
Los Feliz 
10 
Hollywood Silver Lake 
Echo Park z 
AN : 
= 
. Westlake. oS 
e===p NextGen Line ; Ht 
STs 1A County 


ses Existing Line ST Medical Center 


Chinatown 
University Park 


Historic South-Central 


NEXTGEN 
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? How often will my bus run? 


Frequency* 
Peak Midday Evening 


Cy qact-i Weekday 20 min 20 min 30-60 min 
. Saturday 30min 30 min 30-60 min 
STRAY Sunday 30 min 30 min 30-60 min 


>it Weekday 18 min 25 min 45 min 
. Saturday 35 min 30 min 60 min 
SRAM Sunday 46min 34min 60 min 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


oHow is my bus changing? 


Simpler Network 
More Reliable Service 


Merge Lines 90 & 91 on Foothill BI: 


° New Line 90 (replacing existing Lines 90 and 91) would Burbank 
; North Hollywood So . Glendale 
commence from Temple St & Beaudry Av in downtown LA BURBANK BLVD = 
. . . oa 
and follow the existing Line 90 to Sunland. North Hollywood Station 4, Ny 


° On the north end, new Line 90 would be routed on Vineland 


Existing Line 91 
Foothill Blvd 


Sun Valley 
SATICOY ST 


VICTORY BLVD 


= a 
cH 


Q 


Valley Village 


Av from Sunland to North Hollywood Station, for better MOORPARK eT 
connections to bus and rail service (replaces Line 222) ae & 
: Line 90 north of Sunland BI would be discontinued with new Griffith Park 
Line 690 operating on a segment of Foothill Bl between Sunland 
and Sylmar Glassell Park 
Los Feliz & 
yea Silver Lake 


Echo Park 


9z AAV 


AN 
Westlake 


e===p NextGen Line 
secs Existing Line 


M et ro SS Chinatown 
Bl ae at ane 
University Park 7g 


Historic South-Central 


NEXTGEN 
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? How often will my bus run? 


Frequency* 
Peak Midday Evening 


Cy qiet-1 Weekday 20 min 20 min 30-60 min 
. Saturday 30min 30 min 30-60 min 
SURE Sunday 30 min 30 min 30-60 min 


>i: Ms Weekday 27 min 26 min 44min 
Li 92 Saturday 34min 30 min 47 min 
ine Sunday 43min 42 min 47 min 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


oHow is my bus changing? 


More Frequency 
Simpler Network 
New Links 


Line 92 will be extended south to Venice & Broadway in Downtown 
LA and operate more frequency. Owl service will be provided by the B 
Line (Red) and Line 224. 


Metro 


60 min 
60 min 
60 min 


AN 


emp NextGen Line 
suenenee Existing Line 


Existing Line 92 


Glenoaks Blvd 


Sylmar 
ee 
be, 2. 
ee 
~) 
x 


Griffith Park 


dGA1s GNV4a 


NEXTGEN 
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? How often will my bus run? 


Frequency* 
Peak Midday 


Wy qact Weekday 15 min 15 min 
Line 94 


Saturday 30min 30 min 
Sunday 30 min 30 min 


>Ei'M Weekday 25 min 30 min 52 min -- 
Li 94 Saturday 24min 23 min 60 min -- 
ine Sunday = 28 min 22 min 60 min a“ 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


oHow is my bus changing? 


More Frequency 
More Reliable Service 


New Line 94: Merge Lines 94 and 794 on San Fernando Rd: 

. New Line 94 would operate mostly via the existing Line 94 
route between Downtown LA and Burbank but include a 
routing via Brand Bl and Broadway in Downtown Glendale. 
From Downtown Burbank, new Line 94 would extend west 
on Magnolia Bl to end at the B Line (Red) North Hollywood 
Station. This new route would provide more service between 
Glendale, Burbank and North Hollywood. 

« Anew Line 294 would operate along San Fernando Rd between 
Sylmar and Downtown Burbank. 

. Underutilized bus stops on new Line 94 would be consolidated 
between North Hollywood and Downtown LA to balance speed, 


reliability, and accessibility, and frequent service would be available at 


AN 


emp NextGen Line 


the new Line 94 bus stops 


Metro 


Evening Owl 


30-60 min 60min 
30-60 min 60min 
30-60 min 60min 


iorthridge 


Existing Line 


> 
Mission xX 


Van Nuys 


él 


Existing Line 94 
San Fernando Rd 


Tujunga Canyons 


Sylmar 


aeeenta Lopez/Kagel Canyons 


0% 


iS — 


Aleta AN 25 
me 


LA TUNA CANYON RD 


Panorama City > 

Sun Valley SSS 
> 

SHERMAN WY at La Canada Flintridge 
z 
VICTORY BLVD 4 
z 
5 

BURBANK BLVD >, a ne a 
North Holywood 


Los Angeles 
Griffith Park Fagle Rock 
0, 
RK By 
lassell Park 
Los Feliz 
SUNSET BLVD SYA Mount Washington 
West Hollywood Hollywood 
Beverly Hills MELROSE AV 
ROADWAY 
Koreatown Csict 
inatown 
uo ‘ 
& Jefferson Park University Park 0) 
Culver City — 
O 


Vernon 


NEXTGEN Existing Line 96 
Updated Draft Proposals: July 2020 River si d e Dr 


? How often will my bus run? 


Frequency* x i 
F F Y, LS oy 
Peak Midday Evening Owl As Ke. > yx 
Burbank Ge, - ¢ 
Wy qact Weekday 60 min 60 min 60 min -- ve ¢ 
. Saturday 60min 60 min 60min -- ca) 
MeL Sunday 60 min 60 min 60 min we & 
>it Weekday 33 min 39 min 51 min -- 
MMP Y Mae Saturday 52min = 54min = 52min st Park Fane WB 20 BLVD 


Sunday 61 min 60 min -- -- 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am os FEE a 
South Pasadena 
is my bus changing? 
©How Is my bus changing: 
- MELROSE AV 
Simpler Network y 
N BROADWAY 
heme 3RD ST Lincoln Heights 
Os Angeles 
Koreatown Westlake 
Line 96 will be replaced by the following service: OLYMPIC BLVD 
. New Line 296 will operate via existing Line 96 between ha 
. . ° . 1co-Union 
Downtown Burbank and Riverside Dr then via Figueroa ae RON 
St to the L Line (Gold) Lincoln/Cypress Park Station for oO 
connections with the L Line (Gold) or bus Lines 81, 92, and 94 
to Downtown LA ” 
Exposition Park & y 
South Park 
b SLAUSON AV 
Vermont-Slauson << GAGE AV 
¢ M. 
[| FLORENCE AV 219 
3 
re 
A N MANCHESTER AV 
e=m==p NextGen Line 
secs Existing Line 
M etro =| IMPERIAL Hwy 
@ 


Willowbrook Compton 


NEXTGEN Existing Line 102 


Updated Draft Proposals: September 2020 ae 
La Tijera — 


? How often will my bus run? Exposition Blvds 


Frequency* 
Peak Midday Evening Owl 


WT 4iCl-il Weekday 45 min 45 min 45-60 min -- 
. Saturday 45min 45 min 45-60 min -- 
Line 102 Sunday 45 min 45 min 45-60 min -- 


>i Weekday 39 min 52 min 57 min ~ 
. Saturday 34min 55 min 60 min -- 
CAE Sunday 33 min 58 min 60 min - 


(e 
= 6 € 
*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 10) se a Re ky 


Q 
iF a Historic South-Central 


oe 
RODE, , EXPOSITION BLVD 4are0&; —_ 
e e E a, oun 
oHow is my bus changing? age TER 
Ladera Height Z é a a eit 5 a 
Simpler Network een ae | I n 
New Links z =| 4)\\s)2 i 51ST ST 
Ww ae) FAs 
th > i iS] ey: 
none = > > > =! > 
. . : “0,3 < w &..2 GAGE AV 
Line 102 would operate from LAX City Bus Center to Florence A Line _ ul FLORENCE AV ii alee ea 
(Blue Station) a = Zz = 
. Line 102 east of Central Av/41st St would be altered to travel < 2 S$ te 
via Central Av, Vernon Av, Pacific Av, Leonis BI, District Bl, > , 4 me ine S 
Atlantic Bl, Slauson Av, Alamo Av, Wilcox Av, Santa Ana IN +t aT 
St, Seville Av and Florence Av to the Florence A Line (Blue) an KOs 


Station, replacing Line 611. aioe 


° Line 102 to South Gate via Hooper Av, Gage Av, Central 
Av, Florence Av, Seville Av would be discontinued due to 
underutilized service.Alternative service available on Lines 53, 55, 
111, 251 


al 


AN 


emp NextGen Line 
suenenee Existing Line 


Metro 


NEXTGEN 
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? How often will my bus run? 


Frequency* 
Peak Midday Evening Owl 
NextGen Weekday 10min 10 min 15-30 min 60min 
. Saturday 15min 15 min 30 min 60 min 
UR Sunday 15 min 15 min 30 min 60 min 
>it Weekday 18 min 20 min 45 min 60 min 
- Saturday 18min 16 min 45 min 60 min 
US Sunday 27min 19min 48min. — 60 min 
*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 
e e 
oHow is my bus changing? 
More Frequency 
Simpler Network 
New High Frequency Line 105: Merge Lines 105 & 705 on Vernon 
Av, Martin Luther King, Jr. Bl, and La Cienega BI between Vernon and 
West Hollywood: 
« All New Line 105 trips would continue to serve Santa Rosalia 
Dr between Hillcrest Dr and Marlton Av 
. Discontinue Line 705 segment on Martin Luther King Jr. Bl 
between Hillcrest Dr and Marlton Av 
. High frequency service would be provided for all new Line 
105 stops 
. Underutilized bus stops would be consolidated to balance speed, 


reliability and accessibility. 


<N 


HOLLYWOOD BLVD 


e@===p NextGen Line 


suenenee Existing Line 


Metro 


Existing Line 105 
Vernon Ave — 
La Cienega Blvd 


SANTA FE AV 


Vernon 


10 3 
Si 
Chinatown 1 # 
g ii 
a LONG BEACH AV oat 
Downtown [_ LE 
Echo Park Los Angeles Say i 
“kp, i 
8 AHS 
; R 
Silver Lake oy, : South Park 
e 
Westlake “eu, ay = H 
to, | 
S7 7 rH en 100 
University Park z i 
Pico-Union ui i! 
a a -F a Hi 
alee aes S Ht 
sist solypons = m = - m NORMANDIE AV it Vermont Square 
= = z H 
oo a (o) HH 
> eee @ WESTERN AV il 
lu =! A. Wi | 
a ° 10] re 
5 ARLINGTON AV i 
a Jefferson Park 8TH AV 
Leimert Park | 
Hollywood & 
CRENSHAW BLVD 
Ld Mid-Wilshire f\ 
PREA ay 
Fair if 
airfax H 
Ha USep é st Baldwin Hills/Crenshaw 
Ly 
D i 
H 
i 
Beverly Grove 2 HH 
705 105 x : 


..A CIENEGA BLVD 105 


‘ See eens tsceccnnend’ 


q oe a Qa 
> 
: ol = =i Pico-Robertson 
waene' “oP” w a 
105° “%y ao 
— a 
= = 
% 3 3 
G32 
af 
%& 
ca) 


Palms 


Culver City 


NEXTGEN er Existing Line 106 
Updated Draft Proposals: September 2020 . East L A Colle g e- LAC S. 


USC Medical Center 


? How often will my bus run? 


Frequency* 
Peak Midday Evening Owl 


QUT Weekday 20-40 min 20-40min 20-40min_ -- 
. Saturday 20-40 min 20-40min 20-40min_ -- 
BLE Sunday 20-40 min 20-40min 20-40min -- 


>it Me Weekday 50 min 50 min 50 min a ae 
P Saturda -- -- -- -- ae 
Line 106 Sunday y = mins = ae Los Angeles 
Fl Sereno 
& oO 
*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am we VaLee Cal State LA EMERSON AV z = z S z 
YBLY a <(ee ee 
Jo, fa mm 
Oise, a = 7 ° 
How is my bus changing? 5 re er a: 
oHow is my bus changing: : ae: |e 
<x OF, ey 2 = 
z La Qa z = 
More Frequency $ & Monterey Park a z a 6S 
i ane 
Simpler Network . {101 < = a South San Gabriel 
New Weekend Service ; CESAR E CHAVEZ AV a RA) Ps 
Line 106 between East LA College and LA County USC Medical Center >, ane 
: , ete Oe . "© Boyle Heights K3%e_, 4% 
via East LA and Boyle Heights is significantly upgraded: uy o 3RD ST 7s The Shops at Motebel 
. New Line 106 would extend south via Atlantic Bl to L Line 3 = Fast los Angeles = 
(Gold) Atlantic Station and replace Line 68 from Atlantic Bl S o BEVE 
to The Shops at Montebello and would replace Line 71 and = RLY Bi yp Montebello 
extend east via Marengo St, Wabash Av, City Terrace Dr to Cal = WHiTy 
State University LA. A ER BL yp 
« New Line 106 would travel direct via 1St St instead of deviating 
via Indiana St, 3rd St, 4th St (Line 605 and Montebello Bus 
Lines 40), Soto St (Line 251), Whittier BI (line 18) and Boyle Av o 


. New Line 106 would operate very frequent service and include 
new weekday and weekend service with 30 min service to The 
Shops at Montebello 

. New Line 106 underutilized bus stops would be consolidated to 
balance speed, reliability and accessibility 


e===p NextGen Line 
suenenee Existing Line 


Metro 


NEXTGEN Existing Line 108 
Updated Draft Proposals: July 2020 Slauson Av e 


? How often will my bus run? 


Pico Rivera 
Frequency* Santa Fe Springs 
: 7 Montebello 
Peak Midday Evening Owl Sse Mg 
at Mey, 
WT 4a Weekday 7.5min 7.5min  15-30min 60min &, Ray 
Line 108 Saturday 15min 15 min 30-60 min 60min wy & %, . 
Sunday 15 min 15 min 30-60 min 60min o F C4, Downey Sy, 
/ 
Commerce s &lb Lv 
> <Eiil: Be Weekday 10 min 15 min 58 min -- > [EF FASTERN ay 
. Saturday 19min 16 min 54 min = z @ 
TSMR Sunday 32min. 23min 59min -- te Bell 
= TLANTIC ay 
wn 
Cudahy 
*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 
STATE ST 
Vernon 2 : Huntington Park 
oH H b h H » ~ TE: SANTA FE AV 
ow is my bus changing: : 
9 Florence-Firestone 
coM 
More Frequency = EON AY se 
: >[E! CENTRAL AV {105) 
Simpler Network = 
¢ Z|E: AVALON BLVD 
New Owl Service south Park —« 
—* 
New Line 108: Merge Lines 108 & 358 via Slauson Av between Culver hid = FIGUEROA ST 79 
City Transit Center and Pico Rivera: S VERMONT AV 
: Discontinue Lines 108 & 358 due to underutilization west of 
Sepulveda BI to Marina Del Rey via Jefferson BI, Centinela Av, WESTERN AV 
Admiralty Way, Via Marina, Pacific Av as well as the deviation H 
into Fox Hills Business Park. Alternative bus service will be nae H CRENSHAW BLVD 
available on Culver City Lines 2, 4, 7 and proposed extension Fi 2m) near 
to Marina del Rey of Big Blue Bus Line 18 A 
° New Line 108 would extend east to Slauson/Rosemead to z : Inglewood 
connect with Line 266. aE Nea antes 3 e = 
° More frequency at all bus stops on Slauson Av and provide Owl service lado teiits IES 1.05) 
with the highest frequency of Line 108 service weekday peak and midday she, 
‘ : . FBee, 
shown above available at all bus stops between Culver City Transit Center ee ae, 
Culver City sue N SEPULVEDA BLVD 
and Slauson/Eastern ger Westchester 
: Underutilized bus stops on Slauson Av would be consolidated to (50) % x 
balance speed, reliability, and accessibility K\ 1 
< N oe <, 
5 %, » Playa Vista 
emp NextGen Line “tte, 
ere? at 
: somes Existing Line Marina del Rey Foss 
Metro Pk 
‘) %, Ral 
eo” “gee 


NEXTGEN Existing Line 110 
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? How often will my bus run? 


Frequency* 
Peak Midday Evening Owl Cire ; 
lowne 
N G ‘ , ‘ “Ep , 
= 4iCTi Weekday 15 min 15 min 30-60 min -- avi: 
. Saturday 30min 30 min 30-60 min -- Commerce ie’: 
UML Sunday 30 min 30 min 30-60 min -- a EASTERN ay [E oo, 
f= §6pell Gardens 
>it Weekday 17 min 24 min 55 min = 719 
. Saturday 29min 24 min 53 min -- — AT 
TSMR Sunday 41min 36min 54min -- vu ANTi¢ 
z 
hid 3 
*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am Vernon So Huntington Park 
PACIFIC: BLVD 
SANTAFEAV [E 
e e 
oHow is my bus changing? 4 pas 
More Frequency CENTRAL Me © 
i = AVALON BLVD 
Simpler Network = aerate SAN PEDRO S1 
= = BROADWAY 
us 19 FIGUEROA ST 
z T 
Line 110 will continue to serve the existing route from Playa Vista to ws 
Bell Gardens. 3 
«  Atthe eastern end at Gage/Garfield, buses would stay on ME SHE RN By 
Garfield Av and not serve Foster Bridge BI, Scout Av, and a 
Florence PI due to underutilized service. CRENSHAW BLVD 
: More frequency during the midday and evening hours on weekdays. o %Q 
oS 
+t 
©. Inglewood 
LA BREA ay Z 
CIENEGA BLVD — 
LA 05 
Culver City - SEPULVEDA BLVD 
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NEXTGEN 
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? How often will my bus run? 


Frequency* 
Peak Midday Evening 
UCT Weekday 7.5 min 10 min 15-30 min 
. Saturday 15min 15 min 30-60 min 
ULMER Sunday 15 min 15 min 30-60 min 


>it Weekday 13 min 15 min 42 min 
. Saturday 19min 15 min 42 min 
TSMEM Sunday. 20min 15min 42min 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


oHow is my bus changing? 


More Owl Service 


Line 111 will remain unchanged. New Owl service to serve the full route 
between C Line (Green) Norwalk Station and LAX City Bus Center. 

: Line 111 will operate more frequent weekday midday and 
evening service with the highest frequency of Line 111 service 
weekday peak and midday shown above available at all bus 
stops between Downtown Inglewood Transit Center and 
Florence and Garfield 

. Line 111 map shows a new western terminus at the new LAX 
people mover (opening 2023). Until that time this service will 
continue to terminate at LAX City Bus Center 
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Existing Line 111 
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cal fe 
SS = 
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oO": 
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[es ry 
<P 
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NEXTGEN Existing Line 115 
Updated Draft Proposals: July 2020 Manchester Ave and 


Firestone Blvd 


? How often will my bus run? 


Frequency* 
Peak Midday Evening Owl 


NextGen Weekday 12min 12 min 15-30 min 60min ‘ 
Saturday 20min 20 min 30-60 min 60min sah! 


LAKEWOOD BLVD 


UMMM Sunday 20 min 20 min 30-60 min 60min o 
<7 
eee > 
>it Weekday 14min 14 min 39 min = algerie CM GARFIN Aamo 
Li 115 Saturday 25min 20 min 49 min -- H 
ine Sunday 32 min 23 min 52 min a“ Bell Too 
af ant LANTIC Ay = E51) 
th af South Gate 
*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am zi 
& ESTATE st 
is my bus changing? ; 
©How Is my bus changing: SANTAFEAV t 
Simpler Network if COMPTON AV 
New Owl Service CENTRALAV | 
AVALON BLVD 3 
ee 
New Line 115 would provide service from Westchester to Norwalk = wf al 
Station via Manchester Av and Firestone BI. ~ i VERMONT AV Ww 
° Line 115 will operate more frequent evening service. zi 
. New Line 115 would provide new Owl Service. 4 i S WESTERN AV 
. . . eq 
: Service to Playa del Rey would be discontinued west of ns 
Manchester/Sepulveda except selected school term trips, due o 3} CRENSHAW BLVD 
to underutilized service. Big Blue Bus Line 16 is also proposed <3 
to extend to Playa Del Rey if PRAIRIE AV 
LABREAAY i @ 
Inglewood i LA CIENEGA BLVD 
"S) AVIATION BLVD 
SEPULVEDA BLVD 
bie) 
115 LAK 
<N ai 
es 
e==p NextGen Line ae 9 NU 
r= 
sennsnee isti i : N29 oa WIP 
Existing Line 2 a oes 
S 0" . 


® 
Metro oo 
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NEXTGEN Existing Line 117 
Updated Draft Proposals: July 2020 Cen tu ry Biv d 


? How often will my bus run? 


Frequency* 8 : 
: ‘ *o, @ 
Peak Midday Evening Owl “Sip 


Bellflower 


LAKEWOOD BLVD 
ty qacT- Weekday 15 min 15 min 30-60 min 60min 
Line 117 Saturday 30min 30 min 30-60 min 60min 
Sunday 30 min 30 min 30-60 min 60min 

4 N? p 
>it Weekday 19 min 19 min 57 min a FOARFIELD AV Sy, 
Line 117 Saturday 31min 25 min 59 min -- 


Sunday 35 min 31 min 58 min - South Gate 


BULLIS Rp 
*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am CALIFORNIA AV, : Lynwood 
STATE st 
e bd a 
oHow is my bus changing? 
ALAMEDA S : 
Simpler Network GRAPE ST “Bi: 
New Owl Service H 
HOOPER AV H 
: : Green Meadows H 
Line 117 from LAX City Bus Center to Lakewood BI C Line (Green) S TitaaRAR 
Station would continue to travel via Century BI, Tweedy BI, and Broadway-Manchester PaiNes SO ROADWAY 
Imperial Hwy. ; = a FIGUEROA ST. joo it 
. Near Jordan Downs Housing Complex, Line 117 would be Vermont Knolls © FE VERMONT AV 
rerouted more directly from 103rd St to Century Bl between mH 
Alameda St and Grape St. aig 
. Line 117 would offer more frequent evening service and Besgang is WESTERN AV 
new Owl service. Until that time this service will continue to VAN NESS AV H 
terminate at LAX City Bus Center CRENSHAW BLVD 
. Line 117 map shows a new western terminus at the new LAX : 
people mover (opening 2023). SE 
= PRAIRIE AV 
Inglewood = E 
ra i 
inf 
© i PHELAN LN 
F 
e@===p NextGen Line : AVIATION BLVD 
eee tah = 
seen Existing Line AIRPORT BLVD : 
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? How often will my bus run? 


Frequency* 
Peak Midday Evening Owl 


ty qacT-i Weekday 30 min 30 min 30-60 min -- 
. Saturday 60min 60 min 60 min -- 
SUPE Sunday. 60 min 60 min 60 min = 


>it Weekday 41 min 31 min 61 min -- 
. Saturday 61min 61 min 61 min -- 
TSMPAUR Sunday 61min 61min. Ss 61min —s-- 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


oHow is my bus changing? 


Simpler Network 
More Reliable Service 


New Line 120 would provide service from Aviation/LAX C Line 
(Green) Station to C Line (Green) Norwalk Station via Imperial Hwy. 
Shortening Line 120 would allow it to operate more reliably. 

. New Line 621 would replace Line 120 east from Norwalk C 
Line (Green) Station to Whittwood Mall, operating 60 minute 
service weekdays and weekends. 

° In Downey, new Line 120 would remain on Imperial Hwy and 
not deviate into the Leeds St parking lot at the Rancho Los 
Amigos National Rehabilitation Center, this will provide faster 
more direct service. 

+ Alternative bus service to the Leeds St parking lot remains 
available via Line 117 and Access Services. 
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NEXTGEN Existing Line 125 
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Rosecrans Ave 


? How often will my bus run? 


HOXIE AV 
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- F; =i: WOODRUFF AV 
Peak Midday Evening Owl 3 ss 
: ; ; ce BELLFLOWER BLVD 
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a 
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(=) 
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IC ay = 
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P ; > Lynwood a FE AV 
Prt SANTA 
oHow is my bus changing: sweat SE ie 
New Owl Service WILMINGTON AV 
COMPTON AV 
CENTRAL AY 
Line 125 would continue to operate between Norwalk C Line (Green) AVALON BLVD i SAN PEDRO ST 
Station and El Segundo via Rosecrans Av. BROADWAY ff: 
: Line 125 would operate more frequent weekday midday and = 
evening service VERMONT AV Ww 
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Existing Line 126 
Manhattan Beach Blvd 


Frequency* 
Peak Midday Evening Owl HOLLYWOOD BLVD 
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NextGen Weekday -- -- -- a mt eet 
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Y o fo} 
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Culver City. > i 
e h e » = os 
oHow is my bus changing: gs 
a 
Simpler Network a ria) w 
w 
s 
LAK ON Downey 
W120TH ST &F 
Line 126 would be discontinued due to underutilized service. Nearest EL SEGUNga 
alternative services would be available as follows: ROSECRANS AV 
. Torrance Transit Line 8 (Aviation Bl) and G-Trans Line 5 (El Norwalk 
Segundo Bl) : 
eer LEESET LIT Pa 6 di 
. Beach Cities Transit Line 109 me ane a@ 


. LADOT Commuter Express 438 (Highland Av) 
. Metro Lines 125 (Rosecrans Av), 210 (Crenshaw Bl), 212 
(Hawthorne Bl), 232 (Sepulveda Bl) 
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Existing Line 127 
Compton & 
Somerset Blvds 


Frequency* 
Peak Midday Evening Owl 
Ce 4tCT-Ti§ Weekday 15-30min 15-30min 30-60min_ -- 


. Saturday 30-60 min 30-60min 60min -- 
SUMPYM Sunday 30-60 min 30-60min 60min “se 


>it Weekday 57 min 58 min ~ -- 


. Saturda -- -- -- -- = 
MPAA Sunday. _- ~ * ~ uv 
> 
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bd bs » _ Watts : Soeitiate Downey B2, 
oHow is my bus changing: e S See, 
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Simpler Network = Map ak 
120TH ST a “ép | 
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: rs) E 
Service & EL SEGUNDO BLVD > = Wy “ H 
3 Willowbrook z 9), 2 ae eis ; 
; — : : mms 2 Paramount Ww = eG < LE 
New Line 127 would follow the existing Line 127 route between A Line a = x S = IE 
. enone wigs 
(Blue) Compton Station and Downey Depot, except for remaining on s ROSECRANS AV = << a off 
Somerset BI between Clark Av and Bellflower BI. ie i = 127 127 < SOMERSET BLVD E 
e Service will be discontinued on Alondra BI due to Ms > ci Ca EE roo Sacer ona rosca eae ae ze 
underutilized service in that segment and to make the route = Compton > 3 See DRA ALD res 
3 (=) => [=) 
more direct. = , = T = 2 Bellflower 
* New Line 127 would be extended west of the A Line (Blue) =< z fa BS 
Compton Station to the Harbor Freeway Station via Compton = = S a = 8 
BI, Main St, El Segundo BI, and Broadway to Figueroa/117th St, = S = G 
replacing segments of existing Lines 45 and 51. < 


° New weekend service and more frequent weekday service would 
be provided. The highest frequency of 15 minutes weekday and 30 
minutes weekend would operate west of the A Line (Blue) Station 
to the Harbor Freeway Station. 
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suenenee Existing Line 
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NEXTGEN Existing Line 128 
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e 
f ‘l b ) Carmenita Rd 
° How often will my bus run: — 
Frequency* CARMENITA RD 
Peak Midday Evening Owl WM cerritos O! 
© § =I) 
NE m: 
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ae oS #1 NORWALK BLVD 
>it Weekday 49 min 54 min 58 min -- a5. 
: a ee ae oe Si 
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oHow is my bus changing: | «a 
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Existing Line 130 
Artesia Blvd 


? How often will my bus run? 


GRIDLEY RD 


Frequency* 
STUDEBAKER RD 
Peak Midday Evening Owl e : 
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j i 4 ol arbor Gateway 6 
° Line 130 will operate more frequent weekday midday and H 5 
evening service. Gardena se. 
a | 
— fi CRENSHAW BLVD 
of 
aE 
py 
<fE PRAIRIE AV 
HAWTHORNE BLVD cE Torrance 
<i 


= , ao. 
secs Existing Line <5, Redondo Beach 


anny 
Tt 


Metro 


PACIFIC COAST HWY 
Manhattan Beach 


NEXTGEN 


Updated Draft Proposals: July 2020 


? How often will my bus run? 


Frequency* 
Peak Midday Evening 
Wy qicT Weekday 45 min 45 min 45 min 
. Saturday 45min 45 min 45 min 
MUMEDE sunday 45 min 45 min 45 min 


>i Weekday 26 min 43 min 55 min 
. Saturday 37min 46 min 55 min 
SEER Sunday 57min 60min 55min 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


oHow is my bus changing? 


Simpler Network 


New Line 134: Line 534 would be renumbered to 134. There are 

no route changes for New Line 134 between Malibu and Santa 
Monica. Service to Cliffside & Dume would be discontinued due to 
underutilized service. 
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haath eed Existing Line 150 
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: Ventura Blvd 


? How often will my bus run? 


CAHUENGA BLVD 
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Peak Midday Evening Owl Ss} 
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*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am = < a, 3 
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oHow is my bus changing? SEPULVEDABLYD 
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Simpler Network OER BEY ee 
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New Lines 150 and 240: Merge Lines 150, 240 and 750: Lake Balboa 
. New Line 150 would operate frequent service from Ventura/ WHITE OAK AV 
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Reseda west to Chatsworth Station along Ventura Bl and 
Topanga Canyon BI (replacing Line 245 segment) 
‘ New Line 240 would operate frequent service on the existing é Ceprrrtrer Teer rrr ttre tre t terre rere eet ttre eet eee 


alignment between Northridge and Universal City/Studio City 2 
Station on Ventura BI and Reseda Bl PorterRench = ty x eS ee, 2 o Tarzana 
° More frequent service would be provided at all new Line 150 and ce a =i = = ES 
240 bus stops 5 ue uw < => 8 
+  Underutilized bus stops would be consolidated on new Line 150 iS) = 9 i 5 
and 240 to balance speed, reliability, and accessibility. ao x Winnetka 5 > 
° Line 150 will include Owl service between Ventura/Reseda and DE SOTO AV 
Canoga Station. Line 240 on Ventura Bl and Reseda BI will continue 
j 150 
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? How often will my bus run? 


Frequency* 
Peak Midday Evening 
ty qicT- Weekday 15 min 15 min 30-60 min 
. Saturday 20-30min 20min 30-60 min 
MUTE Sunday 20-30 min 30 min 30-60 min 


>: M Weekday 15 min 24 min 53 min 
. Saturday 32min 26 min 63 min 
SEY Sunday. 38min 30min 63min 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


oHow is my bus changing? 


More Frequency 
Simpler Network 


New Line 152: Merge Lines 152 & 353: 

: New Line 152 would continue to serve Roscoe BI with 
proposed frequency improvements midday weekdays 

° On the east end, new Line 152 is proposed to travel via 
Lankershim Bl to provide a more direct connection to the B 
Line (Red) North Hollywood Station. 

. Service on Vineland Av would be provided by modified Lines 
162 and new Line 290 (please see Line 162 and Line 90 
information sheets) 


° The route is proposed to terminate at Topanga Canyon Bl in the 
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New Line 153 
Burbank Blvd 


Griffith Park 
Frequency* 


Peak Midday Evening Owl 
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oHow is my bus changing? 


More Frequency LAUREL. CYN:BL 
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Simpler Network COLDWATER CYNBL IE 2 
Valley Glen 2 < 
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Sepulveda Bl, via Oxnard St and Burbank Bl as a two-way direction z 
circulator: e Sherman Oaks 
° Discontinue service west of Sepulveda BI due to HARINUNS BENNEE 
underutilized service KESTER AV 
: New Line 153 would operate between North Hollywood Station : 
and Downtown Burbank via Burbank Bl, as well as an existing aEEUEVEDABEVD j: 


segment of Burbank BI east of North Hollywood Station. 08 
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Existing Line 154 
North Hollywood Station 
— Burbank via Burbank BI 


Griffith Park 
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Peak Midday Evening Owl 
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oHow is my bus changing: 
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Line 154 would operate between North Hollywood Station and Sepulveda WOODMAN AV 
BI, via Oxnard St and Burbank BI as a two-way direction circulator: 
° Discontinue service west of Sepulveda BI due to 
underutilized service NENA Ie Been 
: New Line 153 would operate between North Hollywood Station 
and Downtown Burbank via Burbank BI, as well as an existing 
segment of Burbank BI east of North Hollywood Station. SE RUEVED RELY D 
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>it Weekday 
Line 155 feeb 


oHow is my bus changing? 


More Frequency 
Simpler Network 


Updated Draft Proposals: July 2020 


Frequency* 
Peak 


40 min 
60 min 
60 min 


47 min 
52 min 
66 min 


? How often will my bus run? 


Midday 


40 min 
60 min 
60 min 


45 min 
50 min 
65 min 


Evening 


40-60 min 
60 min 
60 min 


55 min 
50 min 
65 min 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7-12am, Owl: 12-4am 


New Line 155 will merge existing Line 155 with a segment of Line 183: 
. New Line 155 would operate via Riverside Dr, Sepulveda BI, 
and Magnolia BI between the B Line (Red) North Hollywood 
Station and B Line (Red) Universal City/Studio City Station 


« Segment of Line 155 east of Universal City/Studio City Station 


via Olive Av would continue to be served by Burbank Bus 
newly improved Pink Route 
° New Line 155 will operate more frequent weekday service 
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NEXTGEN Existing Line 158 


Updated Draft Proposals: September 2020 
p Plummer St - 
Woodman Ave 


? How often will my bus run? 


Frequency* 
Peak Midday Evening Owl 


Wyte Weekday 30-60 min 30-60min 60min -- 
. Saturday 60min 60 min 60 min -- 
MUTE Sunday 60 min 60 min 60 min - 


>it Weekday 50 min 57 min 55 min -- 


. Saturday 60min 60 min -- -- 
MELE Sunday 60min 60min _ -- Me d 
[=] Kos A” 
a RO 
=a Chatsworth ty 
*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am © sanssrncry DEVONSHIRE ST 158 167 Mission Hills’ -Q® Pacoima 
SPU rassavennesress Decaeeeeeeueay Biaceee nf 
ai . 
; : > 3 Hei: Northridge LASSEN ST SF 
@ hen PLUMMER ST 167 158 3 
oHow Is my bus changing: ae See Sent Re nineteen, “anion 
a> => > > > (2! => 
: = aqt<_ <ti<at<q > =z 
Simpler Network at fe as Sl o iff _ 
. eo. ° ——i—..| —| ~ a — is] 
New Links elie 925724 & 98 _ Roscoe 
oa o = < = = ° BLVD josey 
a 2 < = H Sun Valley 
id a Panorama City H 
New Line 158 would follow the existing Line 158 via Woodman Av, valley Glen SATICOY ST 
then travel via Plummer St to Chatsworth Station, while new Line 167 & 
would serve the current Line 158 segment on Devonshire St. 
* This swap of east-west alignments between Lines 158 and 167 | EXANCWENSID 
is intended to create simpler, easier to use Lines 158 and 167 e ie 
. Line 158 would serve inside the VA Medical Center OXNARD ST EE nn ang Math Hollywood 
. New Line 158 will include new weekend evening service. MAGNOLIA BLVD Vale Village 
: Line 158 will include 30 min. weekday peak and midday service 
on Woodman Av ENTURA 5, 
Were, 


Sherman Oaks 


AN 


e@===p NextGen Line 
suemenee Existing Line 


Metro 


NEXTGEN Existing Line 161 
Updated Draft Proposals: September 2020 Canoga St ati on- 


Thousand Oaks 


? How often will my bus run? 


~ 


Frequency* 
Peak Midday Evening Owl 
Ce 4tCT-Jill Weekday 30-60min 60min 60 min -- 
. Saturday 60min 60 min 60 min -- 
UMC Sunday 60 min 60 min 60 min = 
>i Weekday 45 min 60 min 54 min -- 
. Saturday 57min 60 min -- -- 
TSCM Sunday 67min 65min -- Me 
a 
Cr 
*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 4 Z 
= < z Warner Center 
7 7 » Thousand Oaks S ° o zen 
oHow is my bus changing: one ose oe eee 2 
Faster Service ae x & S 2 a 
z, = z ee: 


Line 161 would operate on the existing route between G Line 
(Orange) Canoga Station and City of Thousand Oaks: 
. Line 161 will include new weekend evening service. 


; OAD, 
Westlake Village o SIDE DR Calabasas Si 


AN 


emp NextGen Line 
suenenee Existing Line 


Metro 


NEXTGEN Existing Line 162 
Updated Draft Proposals: July 2020 Sherm an Way 


? How often will my bus run? 


Frequency* 
Peak Midday Evening Owl 


CUT Weekday 15-30min 15-30min 20-30min 60min 
. Saturday 30min 30 min 30 min 60 min 
BUT Sunday. 30 min 30 min 30-60 min 60min 


>it Weekday 15min 20 min 30 min -- 


: Saturday 32min 30 min 60 min -- ¥ ma 
SYS sunday 36min. 35min 61min -- 2 > 8 = 
= > a > oS = 
>) aq 
| — 
= = = — =) 2 re 
*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am ¥ —!. = m6 > \ 5 J < 
} w So < Ss ry Panorama,City OUD) 
a NS tld i ps n a 
1 1 aa Ee 152 ROSCOE BLVD 
oHow is my bus changing? = coe ‘ 
West Hills  eonoza Paraliet <O} 
More Frequency pied Reseda SHERMAN WY 7 
- ay POUT Ld 
Simpler Network 162 163 162 VICTORY BLVD /antus = 
BURBANK BLVD < BURBANK ST y = 
New Line 162: Merge Line 162 & Line 163: S Woodland Hills mo <<) 162. = 
. More frequency during the midday on weekdays on Sherman = Tarzana 2 = = a 
Way and new owl service. ra) = a od a 
° On the east end, new Line 162 would be routed via Vineland z =) ud < 
Av to provide more service along that corridor while still =< = = a 
connecting to B Line (Red) North Hollywood Station a > 
° Line 152 would serve Lankershim BI. rs} 
. New Line 162 would be extended to serve Fallbrook Av in the Los Angeles © 


west end while Line 169 would continue to directly serve West 
Hills Medical Center 

* The highest frequency of service weekday peak and midday above 
would be between North Hollywood Station and Sherman/Fallbrook 


q 
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emp NextGen Line 
sennenee Existing Line 


Metro 


NEXTGEN Existing Line 163 
Updated Draft Proposals: July 2020 Sherm an Way 


? How often will my bus run? 


Frequency* 
Peak Midday Evening Owl 


CUT Weekday 15-30min 15-30min 20-30min 60min 
. Saturday 30min 30 min 30 min 60 min 
BUTS Sunday 30 min 30 min 30-60 min 60min 


ET Weekday = 15 min 20 min 30 min - 
Line 163 Saturday 32min 30 min 60 min ie 


Sunday 36 min 35 min 61 min - a 
= oo 
> = 
ioe eaaiee = = 
*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am > os a aq Ww ee of 
= - = fo ee ai ea wi 
< Aaa fo 4 uv 4 
1 1 » =} wi Se ice ii a OR 
oHow is my bus changing: 2 asf a3 4 OZ 
4 re & 152 ROSCOE BLVD 
More Frequency West Hills = Winnetka oH 
Simpler Network zi Canoga Park Reseda. SHERMAN WY =F 
CO rir iii iii isis iv 
162163 162' vicToRY BLVD !@" Mus RY 
> 4 = 
New Line 162: Merge Line 162 & Line 163: BURBANK BLVD iy BURBANK ST % = 
. More frequency during the midday on weekdays on Sherman Way Woodland Hills ft = 
° On the east end, new Line 162 would be routed via Vineland zZ Tarzana @ ra = a 
Av to provide more service along that corridor while still ra} “Po Qa 
connecting to B Line (Red) North Hollywood Station aS i z 
. Line 152 would serve Lankershim BI. <= = = i 
. New Line 162 would be extended to serve Fallbrook Av in the 2 = 
west end while Line 169 would continue to directly serve West r= 
Hills Medical Center Los Angeles © 
* The highest frequency of service weekday peak and midday above 05 


would be between North Hollywood Station and Sherman/Fallbrook 
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emp NextGen Line 
suemenee Existing Line 


Metro 


NEXTGEN Existing Line 164 
Updated Draft Proposals: July 2020 Wits to ry Bly d 


? How often will my bus run? 


Frequency* 
Peak Midday Evening Owl 


yal Weekday 15 min 15 min 30-60 min -- 
. Saturday 30min 30 min 30-60 min -- 
BUTE Sunday 30 min 30 min 30-60 min -- 


Ei: Weekday 18 min 30 min 55 min - 
ART Y4g saturday = 33 min 31 min 60 min - 


Sunday 38 min 35 min 58 min -- 
*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 2 
Canoga Park a > Be 
a nm te > 6 Ss 
. . » x > > < 2 w << SA te 2 
©How Is my bus changing: pn GGRRRenGGkeeese Game a Os. 4 
& al ie. = a a 6 >= lnlys = STi70 in S 
oO yw; Oo =) ae 
More Frequency ei iad a = @ PAA va 
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. . . . . . <t f 5 << ‘ane! 
Line 164 would operate in partnership with Line 165, with buses a Woodland Hils ean w fly Vilage we? 
changing between each Line at Platt Av/Victory BI (to eliminate a long ee 2 ly % gueer 
turn-around loop). z LAAN 
° Line 164 would operate more frequency during the midday 4 ° 


hours on weekdays. 
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emp NextGen Line 
suemenee Existing Line 


Metro 


NEXTGEN 


Updated Draft Proposals: July 2020 


? How often will my bus run? 


Frequency* 

Peak Midday Evening Owl 
C= 4tCT-il Weekday 15 min 15 min 30-60 min -- 
Line 165 Pata Soa aoe a 
>it Weekday 15 min 30 min 60 min -- 
Line 165 Ext Sad 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


oHow is my bus changing? : 
More Frequency West Hills z 
Simpler Network ee - 


Hy 
% 
Seow 


PLATT AV 


Line 165 would operate in partnership with Line 164, with buses 
changing between each Line at Platt Av/Victory BI (to eliminate a long 
turn-around loop). 
: Line 165 would operate more frequency during the midday 
hours on weekdays. 
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Metro 
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Updated Draft Proposals: July 2020 


? How often will my bus run? 


Frequency* 
Peak Midday Evening Owl 
NextGen Weekday 15min 15 min 30-60 min 60min 
. Saturday 30min 30 min 30-60 min 60min 
UT sunday 30 min 30 min 30-60 min 60min 
>i Weekday 16 min 23 min 58 min -- 
. Saturday 39 min 35 min 61 min -- 
TSE sunday 44min 43min 50min -- 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


oHow is my bus changing? 


More Frequency 
Simpler Network 


New Line 166: Merge Lines 166 & 364: 

. Would continue to serve Nordhoff St and Osborne St, with 
more frequent midday weekday service 

° On the west end, New Line 166 is proposed to end at 
Nordhoff St/Canoga Av, with access to Chatsworth Station via 
the G Line (Orange) service 

. New Line 166 would extend east via Osborne St and Foothill Bl 
to Hansen Dam and Discovery Cube, making connections with 
New Line 690 on Foothill Bl 

« — Ashort segment of Glenoaks BI would then be served by Line 92 
and a segment on Topanga Canyon BI would continue to be served 
by new Line 150 
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Existing Line 166 
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NEXTGEN Existing Line 167 
Updated Draft Proposals: September 2020 Col dwater Cyn Av — 


Devonshire St 


? How often will my bus run? 


Frequency* 
Peak Midday Evening Owl 
Wy qacti Weekday 60 min 60 min 60 min -- 
. Saturday 60min 60 min 60 min -- 
UML Sunday 60 min 60 min 60 min - 


>it Weekday 48 min 50 min 62 min -- 
Saturday 55min 52 min 62 min -- 
Log 


CCA Sunday 55min 51min 62min -- 
5; gy 
a Chatsworth Pew 
*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am SS ere Sp CAN ee ee EN AN 
Zi 
ao sS 
o FE Northridge LASSEN ST Sy <? 
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oHow is my us Cc anging: z CETPerrer erie ttt iti] CEEEEEETEET yy “EEee eee 
a> | Ss ee ba et 2 z North Hills 
Ea ue midceaes — 
Simpler Network 85 mi eS ALE cs ] 
f oc > a . 
New Links = (ca gs&e26 & 8  roscocawo i" 
See a Z < = se : Sun Valley 
i a Panorama City H 
= H 
New Line 158 would follow the existing Line 158 via Woodman Av, Valley Glen SATICOY ST > : 
then travel via Plummer St to Chatsworth Station, while new Line 167 Ss : i 
would serve the current Line 158 segment on Devonshire St. ae ae = rs 
* This swap of east-west alignments between Lines 158 and 167 = = 5 
is intended to create simpler, easier to use Lines 158 and 167 = Ha 
» _ Line 158 would serve inside the VA Medical Center SaEniok ssa 
° Line 158 wil include 30 min. weekday peak and midday service MAGNOLIA BLVD & Valley Village 
on Woodman Av 2 
VENTURA BLVD 
Were, 
. Studio City 
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NEXTGEN Existing Line 169 
Updated Draft Proposals: July 2020 Sa ticoy Ss t 


? How often will my bus run? 


Frequency* 
Peak Midday Evening Owl 


Wy qacti Weekday 30 min 30 min 30-60 min -- 
. Saturday 60min 60 min 60 min -- 
BUCS Sunday. 60 min 60 min 60 min - 


>it Weekday 51 min 61 min 61 min -- 


. Saturday -- -- -- -- 
Line 169 Sunday ne a —— —_ 2 
a) 
Re) 
Ss 
a - SO 
*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 2 SS =e > R\ 3 & 
Dug aS fm FS = orth tits % 
Sy ey oF Northridge o > Arleta Ns 
1 1 » 2 a @ Zo nH Ss a Panorama Cif % 
oHow is my bus changing: fa (eee ee OS 
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> & saricoy st m F169 169} ee STi %,/55 
More Frequency West Hils = Perr rrrrry SOSSSS ESSER ES = BORSRSCRER ERS be (3) ao ee oa Al 
i << Reseda Yo > > 
Simpler Network ; < VANOWEN ST es 3: 
New Weekend Service = VICTORY BLVD = Siar 
a = Valley Glen =) 
E ; ra) North Hollywood Q 
Sepulveda Basin ) = = 
i . 4 i=] <z a 
New Line 169 would operate on Saticoy St and Canoga Av between enn GIGL = Smby 
Lankershim BI and Canoga G Line (Orange) Station: “LH, > Woodland Hills a Ba 
« The east end of new Line 169 would end at Saticoy St/ ‘ OR z 
oO 
Lankershim BI due to underutilized service east of S MULHOLLAND pp 


Lankershim Bl 

« Anew line 645 bi-directional loop would link Canoga Station 
with Topanga Canyon BI, Mulholland Dr, Valley Circle and West 
Hills Medical Center 

« _ Additional trips serving El Camino High School would be maintained 

° New Line 169 will include more weekday frequency and new 
weekend service. 
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NEXTGEN 


Updated Draft Proposals: September 2020 


Frequency* 


Line 175 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


oHow is my bus changing? 


Simpler Network 
New Links 


Lines 83, 175 and 665 as well as Line 256 between Cal State LA and 
Highland Park would be replaced by New Line 182 between Indiana/ 
Olympic, Cal State LA, Broadway/Thomas, Highland Park, and East 
Hollywood 
. New Line 182 provides a more direct east-west connection 
between Northeast LA and Hollywood while maintaining service 
to John Marshall High School, and replacing Lines 83 and 175 
: New Line 182 would replace Line 665 between Indiana/Olympic 
and Cal State LA, would replace Line 256 between Cal State LA 
and Huntington Dr, and replace Line 252 via Mercury Dr and 
Griffin Ave, Avenue 43, and Figueroa St rather than Marmion Wy 
and Monte Vista St 


emp NextGen Line 
secs Existing Line 


Metro 


Peak Midday Evening Owl 
Wy qact- Weekday 30 min 30 min 30 min -- 
. Saturday 30min 30 min 30 min -- 
UEZe cunday 30 min 30 min 30 min “es 
>i Weekday 54min ie a a 


Saturday -- -- -- -- 
Sunday -- -- -- -- 
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Updated Draft Proposals: September 2020 


Frequency* 


Peak Midday Evening Owl 


Wy qacT Weekday 60 min 60 min 60 min -- 
Line 287 


Saturday -- -- -- -- 
Sunday -- -- -- -- 


>it Me Weekday 48 min 50 min 40 min -- 
P Saturday -- -- -- -- 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


oHow is my bus changing? 


Existing Line 176 
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Discontinue Line 176 weekday service between Highland Park and El RY Fo 
Monte Bus Station due to underutilized service and overlap of Metro 4s . 
Lines 78, 258, 260, 266 and 267, Montebello Bus Lines 20 and 30. 19) Huntington Park ¥< 
. New Line 287 would be extended from El Monte Bus Station & 
to The Shops at Montebello weekdays. RY ~ ie 
° Line 258 would serve Mission St, Pasadena Av and York Bl east mg wen 
: : . Commerce Sy 
of Fair Oaks Av in place of Line 176 S 
South Gate s Santa Fe Springs 
& 
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NEXTGEN Existing Line 177 
Updated Draft Proposals: July 2020 J PL - Pasa dena 


Frequency* 


Peak Midday Evening Owl 
7 & 
NextGen Weekday 30min -- -- -- Cry ae 
Line 177 Saturday -- -- -- -- eel Sy a: S 
Sunday ~ — - ~ la Canada Flintridge Rese. 


= 
aa 


>: Me Weekday 30 min “ a “ 
Line 177 Faria ~ ~ ~ 


WINDSOR AV 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


oHow is my bus changing? 


New Links 


Line 177 would continue to link Pasadena and Jet Propulsion 
Laboratory weekday peak periods 
«  Aminor reroute is proposed using Mountain St instead of 
Walnut St to serve more of Pasadena 
. Metro in partnership with City of Pasadena is exploring the 
option of Pasadena Transit operating this service 
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NEXTGEN New Line 179 
Updated Draft Proposals: September 2020 Hu nti n gto n Dr 


? How often will my bus run? 


Frequency* : 
Peak Midday Evening Owl cl 2 
Wy 4icT-il Weekday 30 min 30 min 30 min - Arcadia Fc g 
BUGMEAM sunday” comin © 40min © 40min. gASANTAANITANY 3 tna 
°o 
EAT Weekday 20min 36min 40min — -- é lai 
NCWAMM Sunday’ Zemin 36min = 40min Sra Mee unset BY? 


ROSEMEAD BLVD 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am / F 
osemea 
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oHow is my bus changing? 


More Frequency 


a 
Simpler Network S| ie 
Pasadena a < uo] a 
2 ee 
= a 
; ; cx =| Monterey Park 
New Frequent Line 78: Merge Lines 78, 79, and 378 between a = 
Downtown LA and Arcadia (Live Oak Av/Santa Anita Bl). Route would MARENGOAV 5 = & 
follow Mission Rd, Huntington Dr then continue along Main St/Las EPSERNEN, 
Tunas Dr, Arcadia Station. 
. Discontinue Line 78 service on Live Oak Av east of Santa 
Anita Av which is served by Foothill Transit Line 492 
. Replace Line 79 service on Huntington Dr east of Maycrest Av to East Los Angeles 
the Arcadia L Line (Gold) Station with new Line 179 which would 
connect with Line 78 at Huntington Dr/Rose Hill Transit Center & Highland Pack 
° Underutilized bus stops would be consolidated to balance speed, 2 
reliability, accessibility. =I - 
a Fagle Rock om & 
a 
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Updated Draft Proposals: July 2020 


? How often will my bus run? 


Existing Line 180 
Hollywood - Colorado 


Frequency* 
Peak Midday Evening Owl 
NextGen Weekday 7.5 min 7.5 min 10 min 30-60 min 
Line 180 Saturday 15min 15 min 15 min 60 min La Canada Flintridge 
Sunday 15 min 15 min 15 min 60 min 
Dp Altadena 
>i Weekday 16 min 24 min 30 min 60 min + 3} 
- Saturday 13min 13 min 30 min 60 min Glendale >t 
: : : : a: 
Line 180 Sunday 24 min 13 min 30 min 60 min z wi 
1 <: 
& e =i COLORADO BLVD 
BROADWAY Fit: SesetitucEantinaatings.— daly 
*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am Grit Pak =O Pasadena/ 90 180°8* 
101 iF hid San Marino 
= Atwater Vil 
oHow is my bus changing: cousoon au 1 Je ES i aie 
re v 
Sho 
<p co SANTA MONICA BLVD 
More Frequency x 4 
Simpler Network ib © BEVERLY BLVD 
Beverly Hills = z = WILSHIRE BLVD ES Lincoln Heights 
Ly Koreatown ory 6 Chinatown 0) 
New Frequent Line 180: Merge Lines 180, 181, 217, 780. New Line 180 i WENICE BLVD . 
would operate between Pasadena, Glendale, Hollywood via Colorado a Downtown 
BI, Broadway, Los Feliz BI, Hollywood BI, Fairfax Av, following existing i [S JEFFERSON BLVD 
Lines 217, 180, 181 between La Cienega/Jefferson E Line (Expo) Station ; Pest a 
4 oe Oe MARTIN LUTHER KING JR BLVD 
and Pasadena City College: @ § Baldwin Hils/Crenshaw H! 
ep: . ri ernon 
. Underutilized bus stops on new Line 180 would be CulverCity = 
consolidated to balance speed, reliability, and accessibility ee ~- BEAUSE Honk A a 
. Discontinue Line 217 south of La Cienega/Jefferson Station to ee Sf FLORENCE AV 
Westfield Culver City due to underutilized service i 
° Line 81 would replace Line 181 on Yosemite Dr ce) Silent 
cae . ; Westchester = ye 
° Pasadena Transit Line 20 and New Line 662 would replace Line Inglewood CENTURY BLVD 
180 on Lake Av while Foothill Transit Line 187 would replace Line 181 —-HH 4 
service on Colorado Bl east of Pasadena City College = 05 lynwood 
Willowbrook 
A N Gardena 
emp NextGen Line iv10) cmntin 
senemenn Existing Line a 


Metro 


Carson 


NEXTGEN 


Updated Draft Proposals: July 2020 


? How often will my bus run? 


Existing Line 181 
Hollywood - Colorado 


Frequency* 
Peak Midday Evening Owl 
NextGen Weekday 7.5 min 7.5 min 10 min 30-60 min 
Line 180 Saturday 15min 15 min 15 min 60 min a 
Sunday 15 min 15 min 15 min 60 min ce LA 
eee an Altadena 
>: M Weekday 16 min 24 min 30 min 60 min Burbank @ o: 
Li 181 Saturday 13min 13 min 30 min 60 min St 
ine Sunday 24min 13 min 30 min 60 min Glendale _ rf 
a we 
ol . 
hi 3 =! SNE st CoLoRADO BLVD 
: toe 180780 __ _,cogteestEtizistazatiantn | on ath 
*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am Naber ssa Pasadena! 80 180°@" 181 
101 @ San Marino 
e e 
oHow is my bus changing? HoLLrwooD Lo 
West Hollywood #2 Pe ss a oo 
More Frequency et & SANTA MONICA BLVD 
Simpler Network Sue 
te © BEVERLY BLVD Q 
Beverly Hills =< FE = WILSHIRE BLVD > Lincoln Heights 
yy Koreatown Shey « Chinatown 10] 
New Frequent Line 180: Merge Lines 180, 181, 217, 780. New Line 180 is VENICE BLYD ¥ 
would operate between Pasadena, Glendale, Hollywood via Colorado Ee Naito 
BI, Broadway, Los Feliz Bl, Hollywood BI, Fairfax Av, following existing HS )eEFFERSON BLVD 
Lines 217, 180, 181 between La Cienega/Jefferson E Line (Expo) Station ie Exposition Park 
and Pasadena City College: @ i Baldwin Hills/Crenshaw NORE ae ee eee ee 
+ Underutilized bus stops on new Line 180 would be Culvercity = Wey 
consolidated to balance speed, reliability, and accessibility ~. SLAUSONAVE = _ Huntington Park 
. Discontinue Line 217 south of La Cienega/Jefferson Station to Ss <1 FLORENCE AV 
Westfield Culver City due to underutilized service o 
¢ Line 81 would replace Line 181 on Yosemite Dr 3 rit 
- Pasadena Transit Line 20 and New Line 662 would replace Line Ge iaGeeal Cicer 
180 on Lake Av while Foothill Transit Line 187 would replace Line 181 
service on Colorado Bl east of Pasadena City College cog IMPERIAL HWY’ vawood 
Willowbrook 
A N Gardena 
e==p NextGen Line (v7) Lt 
ened ompton 
sennmean Existing Line ai 


Metro 


Carson 


New Line 182 


NEXTGEN 


Updated Draft Proposals: September 2020 


Lincoln/Cypress Sation — 
Vermont/Sunset Station 


? How often will my bus run? 


* <9 
Frequency Glendale ie..5) colon i 
Peak Midday Evening Owl s BONAR? censseeasenoPLVD pasadena 
4. E YOSEMirp nc 
‘ . : & 5 
C= 4tCT-Jil Weekday 30 min 30 min 30 min -- % i . S 
. Saturday 30min 30 min 30 min = ty Sheer ORK By . > 
5 . = Rae2 ss. V e, << 
Line 182 Sunday 30min 30 min 30 min -- Los Fl s Cee weaees. y 
Row, Op ki EN RD 
- 47 : : ‘ j ENA 4 5 Che tee 
Existing Weekday 24 min 35 min 40 min 60 min FRANKLIN AV +e «eg 
Line 83 Saturday 37min 40 min 40 min 60 min 132: Ke RORY South Pasadena 
ine Sunday 36 min 38 min 40 min 60 min SUNSETBLVD 175M: § o ty wy J: 
: x z Elysian Valley Ue fs Y = Montecito Heights 
Hollywood Pm Fast Holliwood Silver Lake 144 ww Ass 
: ; MELROSE AV fi Zz : D fa um 
*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am r=} on 5 f& 1828 = 
Feho Park WS py © FlSereno WZ 
a <I ie BROADWAR th 
1 i ) ey, SR icin ein < 
oHow is my bus changing: NL 
= Sno SP Lyp =~ Y le Chinatown CEDR 
Simpler Network “apy en, CO fe TERRA 
New Links Pin Be ST eek 2 eG z 
°e, Vp Ry OY RS 4 Ve < z 
Pico-Union ~“D y O8 <4 pul & 
Lines 83, 175 and 665 as well as Line 256 between Cal State LA and Highland = ° ME ¢ a 
Park would be replaced by New Line 182 between Indiana/Olympic, Cal State J oe vee oO in 
LA, Broadway/Thomas, Highland Park, and East Hollywood University Paki Mas, z 
. New Line 182 provides a more direct east-west connection yy No». 2 
‘ pale RODEO RD Uf =f OLYMPIC BLVD 
between Northeast LA and Hollywood while maintaining 24) / Historic South-Central &y 182 
service to John Marshall High School, and replacing Lines 83 : e 
and 175 
. New Line 182 would replace Line 665 between Indiana/ Vermont Square Vernon 
: : 3 51ST ST ~h 
Olympic and Cal State LA, would replace Line 256 between Cal : T 
State LA and Huntington Dr, and replace Line 252 via Mercury = 
Dr and Griffin Ave, Avenue 43, and Figueroa St rather than ian seateok og GAGE AV Huntington Park 
Marmion Wy and Monte Vista St AT ARENGE AV 
. Frequent alternative service to/from Downtown LA is available on Sn ime 
Figueroa St (Line 81) and the L Line (Gold) Heritage Square Station Vermont Knolls is 
. New Line 81 Owl Service will replace Line 83 Owl Service. MANCHESTER AV? 
A N Gramercy Park F gene ee 
e@==p NextGen Line Vermont Vista 3 
a : = Watts 
sees Existing Line ba 
M etro com = IMPERIAL HWY 
120TH ST 


Harbor Gateway 


NEXTGEN 


Frequency* 
Peak Midday Evening 
WT aict-Vil Weekday 40 min 40 min 40-60 min 
. Saturday 60min 60 min 60 min 
UM Sunday 60 min 60 min 60 min 
>it Weekday 54min 64 min 61 min 
. Saturday 66min 65 min 64 min 
SEEM sunday 66min 65min _ -- 
*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 
e e 
oHow is my bus changing? 
More Frequency 
Simpler Network 
New Line 155: Merge Line 183 with a segment of Line 155: 
. New Line 155 would operate via Riverside Dr, Sepulveda 
BI, and Magnolia BI between North Hollywood Station 
and Universal City/Studio City Station, with more frequent 
weekday service 
: New Line 94 would provide more frequency on the segment of 


existing Line 183 east of B Line (Red) North Hollywood Station 
along Magnolia Bl 


Updated Draft Proposals: July 2020 


? How often will my bus run? 


. New Metro MicroTransit service wil be available in Chevy Chase, 
Acacia, Verdugo Rd areas of Glendale in place of Line 183 


Metro 


AN 


e===p NextGen Line 


Existing Line 183 
Magnolia Blvd 


\5 J 
Panorama City C Ss 
=> a a 
TAT 
= om © & 
a > = < Ny, 
> Zz i Wy, 
= < ace freee o 
(=) a) oO | =] } 
> w = es 14 
cat we = a wu > % 
a > z Wu fm sx F VANOWEN ST 
Sale ey. 
+, 
wi Z a = sy Burbank 2 ‘p 83 
= ° r=} North Hollywood $ 
a = rs) 
“ 183 155 MAGNOLIA BLVD a 
Pree rrr rere rer rt tte Hi 


fiir 


Existing Line 


o 


NEXTGEN Existing Line 200 
Updated Draft Proposals: July 2020 Alva ra do = H oover St S 


? How often will my bus run? 


Frequency* is 
Peak Midday Evening Owl Tia\ st Ewe 
ae, lw 
nw 
C= 4tCT-il Weekday 7.5 min 10 min 15 min 60 min 
Line 2 Saturday 10min 15 min 15 min 60 min 
Sunday 10 min 15 min 15 min 60 min 
Atwater Village Silver Lake 
>it Weekday 11 min 12 min 35 min = KZ ss 
PC w iyi caturday = 14min 12 min 35 min -- Dy we Hi 
Sunday 18 min 14 min 34 min -- i 7 shikai lca ae 
*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4 Angel FH 
ea am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Ow am Los Angeles a zi waoree 
ce is 
4 H Wii 2— = VINEST 
oHow is my bus changing? Zae 
aH fz Hollywood 
More Frequency i < o 
Simpler Network @ ne = 
New Links pe 
ae FAIRFAX AV 
New Line 2: Merge Lines 2 and 302 on Sunset BI with Line 200 i West iollywood 
(Alvarado/Hoover): 
- New Line 2 would follow existing Lines 2 & 302 routes on ROBERTSON BLVD 


Sunset BI between UCLA and Hollywood, merging with 
existing Line 200 at Sunset & Alvarado to Exposition Park/ 
USC via Alvarado, Hoover, Figueroa and MLK Jr 

° New Line 2 would provide direct route between USC/ BEVERLY DR: & 
Exposition Park and Hollywood and high frequency service for 
all bus stops on Sunset BI and Alvarado St 


° Underutilized bus stops would be consolidated to balance speed, 
reliability, and accessibility 
. Line 4 would remain serving Sunset Bl east of Alvarado St through a 
Downtown LA ye 
ro 
Bel-Air 
<N a 
e=m==p NextGen Line 
sss Existing Line Brant we 
Metro Fwy” 


Pacific Palisades 9 


NEXTGEN Existing Line 201 
Updated Draft Proposals: July 2020 Silver L ak e Dr 


Frequency* 


Peak Midda Evenin Owl 
y g yy Glendale LENO, ks p on 
NextGen Weekday re oe ae be a mS tear LV of 
2. 603 BROADWAY + 
Li 182 Saturday -- -- -- -- — aucaneumccaneneel 
ine Sunday -- -- -- -- % : tj COLORADOBLVD © 

a 6 
<= 


ae 


>it Weekday 60 min 60 min 60 min -- 
. Saturday 65min 65 min 65 min -- eee 
Sh Sunday 65min 65min 65min -- i 


Fagle Rock 


S BRAND BLVD 


oy 
S$ 
= 
of 
S 
ay 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


e e 
is %, 
oHow is my bus changing? ise 5 a 
FRANKLIN AV = t, % 
: ©. 
= 7 2 a 
Simpler Network HOLLYWOOD BLVD : % Mount Washington = 
: t 
FOUNTAIN AVJLeM 182 9 Elysian Valley %, $ 
Silver RG = ° = Montecito Heights 
Fast Hollywood = RG V5] Cypress Park 
: ; : ay : Ze 
Discontinue Line 201 due to underutilized service. MEDRUSE AN a Si 
° Replace Line 201 weekday service with frequent service on 2 i Los Angeles % 
. . = Ro > 
Fletcher Dr, Rowena Av, and Franklin St (New Line 182), svat ein ue Fcho Park 
Glendale BI (Line 92), Glendale BI (Line 603) and Sunset Av : N BROADWAY 
‘i oom 
(New Lines 2 and 4). r 182 
H H H H i i SRBISIS Lincoln Heights © 
. New Metro MicroTransit service will be available in Chevy H sy 
: . * ~ 
Chase are of Glendale in place of Line 201 6TH STi 59, Cy ALLEY By yp 
Koreatown "© 2 
W 8TH ST 4, 
Ss 
PD = 
> Lio] 
<4 
EF WH 
S ff 
z 6 
i =O 
> a5 
7) 2) Downtown 


emp NextGen Line 
secs Existing Line 


Metro 


Vernon 


NEXTGEN 


Updated Draft Proposals: July 2020 


Existing Line 202 
Alameda St 


‘1 


Frequency* 
Peak Midday Evening Owl 120TH ST 


Lynwood 
NextGen Weekday 60min 60 min -- - Z 
. Saturday_ -- -- -- -- = 
Line 202 Sunday ax =e es ae = 
ees ROSECRANS AV 
>it Weekday 90 min -- -- -- © 
P Saturday" -- -- -- -- COMPTON BLVD 2 
Line 202 Sunday -- -- -- == Compton s 
ow 
22 
Sp 
*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am i: mn 
:< 


ARTESIA BLVD 


e e hw: 
oHow is my bus changing? zg : 
5; z SVICTORIA st 
More Frequency = 3 ai 
Simpler Network cs) Z Pancho Donne =f 
2 #/ 3 
: o 
ai ral 
DELAMOBLD ot | 
New Line 202 would operate weekday daytime via the existing Line : a 
202 route between A (Blue) / C Line (Green) Willowbrook/Rosa Parks @ Carson i # % 
Station and the A Line (Blue) Artesia Station. i © 
. Discontinue service south of A Line (Blue) Artesia Station to = 
Wilmington via Santa Fe Av, Victoria St, Susana Rd, Del Amo SRB eT ci 
Bl and Alameda St due to underutilized service. > 
. Nearest alternative Metro service would be Line 205 (Wilmington . < 
Av), Line 232 (Anaheim St) and Line 246 (Avalon BI). bi = 
Ni 5 
a: S 
SEPULVEDA BLVD & < 
eH 
z NS 
5 
2 A < 
a oO 
Be peasenensett PACIFIC COAST Hwy me 
os < 
5 oa 
A N Wilmington ANAHEIM ST 
suveseneunon 
e===p NextGen Line Haha Long Beach 
sunemenn Existing Line Cees 


Metro 


NEXTGEN Existing Line 204 
Updated Draft Proposals: July 2020 Vermo nt Av e 


? How often will my bus run? 


Frequency* 
Peak Midday Evening Owl 


Los Feliz 


HOLLYWOOD BLVD 
SUNSET BLVD 


SANTA MONICA BLVD 


LI aicTil Weekday 5 min 5 min. 10-15 min 30 min CIN 
Line 204 Saturday 7.5 min 7.5 min 10-15 min 30min 


Sunday 7.5 min 7.5 min 10-15 min 30min Saacteteen 


>: Weekday 13 min 15 min 24 min 60 min 


VERMONT AV 204 754 204 754 


Line 204 Saturday 20min 21 min 25 min 60 min a FE rid 
Sunday 22 min 20 min 25 min 60 min dS 8 RE, BLED sc Westlake 
Koreatown FH 
OLYMPIC BLVD F 
*Peak: 6-9am/3-7pm, Midday: Jam-3pm, Evening: 7pm-12am, Owl: 12-4am PICOBLVD 
VENICE BLVD F 
oHow is my bus changing? Oo: in 
e =i) Los Angeles 
More Frequency FEM ivr Park 
Simpler Network 
+ Historic South-Central 
MARTIN LUTHER KING JR BLVD 
New Lines 204 and 754 would follow the existing route between 
Hollywood and the C Line (Green) Vermont/Athens Station via Vermont VERRAN 
AV: aa 
. More frequency would be provided for all New Line 204 bus ee 
stops on Vermont Av SLAUSON AV & 
° New Line 754 would operate weekday peak service serving 3B 
existing Line 754 stops zi 
. Underutilized existing Line 204 bus stops would be FLORENCEAV = aT 


consolidated to balance speed, reliability, and accessibility 


MANCHESTER AV 


Inglewood 


N CENTURY BLVD 


emp NextGen Line 


uunmcme Existing Line IMPERIAL HWY 


Metro e 


120TH ST 


VERMONT AV 204 754 204 754 


st Willowbrook 
Gardena Harbor Gateway Compton 


NEXTGEN Existing Line 205 
Updated Draft Proposals: July 2020 WH | min et on- 


Western Ave 


? How often will my bus run? 


Frequency* 
Peak Midday Evening Owl 


IMPERIAL HWY. 


eh 19TH ST : / 
at ynwoo 


8 
Cy qict-i Weekday 30 min 30 min 30-60 min -- Hawthorne ae 
- Saturday 60min 60 min 60 min -- Willowbrook a: 
Line 205 -eaviear rn 60 min 60 min ns 135TH ST : 
ROSECRANS AV £ 

>i Weekday 37 min 34 min 56 min -- 


- Saturday 56min 55 min 63 min -- Gardena 
SP Sunday 60min 63 min Beau ue 


COMPTON BLVD 


AV 


Compton 


WALNUT ST 
246 


. 
o. 
ia 


ai 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


WESTERN 
a 


182ND ST) 
190TH ST 


oHow is my bus changing? Harbor Gateway 


DEL AMO BLVD 


Rancho Dominguez 


205 205 


Simpler Network Sesannnsansusss * 
Carson 


wanna auduanenennenennenate, 


TORRANCE BLVD 


oI 


Torrance CARSON ST 


NORMANDIE AV 


=: VERMONT AV 205 205 


S 
New Line 205 would provide faster service on a simpler route LVp 


via Del Amo BI between Wilmington BI and Main St, serving new i 
development and connecting with J Line (Silver) service at Carson Ny. 
Transitway Station. 
° This will eliminate out-of-direction service overlapping Line WS 
246 on Avalon BI to Harbor Gateway Transit Center My sy 
« Avoids service duplication of Torrance Transit Line 6 on Victoria 
St and Torrance Transit Line 1 on Vermont Av north of Carson St : 
° In San Pedro, new Line 205 would be simpler, serving 7th Street 4 
in both directions between Harbor Bl and Weymouth Av, and q 


KR 
nH 
8 
= 
SS. 
~/ 
ty 


4 
a 
oy 
a 
q 
q 
o 
3. 


GA1d NOTVAV 


Wilmington 


PACIFIC AV 


alternative service on 1st St and 13th St would be provided by 


DASH San Pedro 
Rolling Hills 


AN 


emp NextGen Line 
suenenee Existing Line 


San Pedro 
246 


Metro 


NEXTGEN 


Updated Draft Proposals: July 2020 


? How often will my bus run? 


Frequency* 
Peak Midday Evening 


ty qact-i Weekday 10 min 15 min 15-30 min 
. Saturday 20min 20 min 20-30 min 
Se Sunday 20 min 20 min 20-30 min 


>i Weekday 14min 20 min 49 min 
. Saturday 23 min 22 min 49 min 
Se Sunday 26min 22min 51min 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


oHow is my bus changing? 


More Frequency 


Line 206 will continue to serve Normandie Av between B Line (Red) 
Vermont/Sunset Station and C Line (Green) Vermont/Athens Station, 
with no proposed route changes, and more frequency during the 
midday weekday and evenings. 


Metro 


AN 


e@===p NextGen Line 
suenenee Existing Line 


HOLLYWOOD BLVD 


Hollywood 
SANTA MONICA BLVD 


Existing Line 206 
Normandie Ave 


Los Feliz 


206 206 


SUNSET BLVD 


: ., FOUNTAIN AV 
ceed 


MELROSE AV 


BEVERLY BLVD 


3RD ST 
Koreatown 


WILSHIRE BLVD 
8TH ST 


W OLYMPIC BLVD 


PICOBLVD ii 
: WASHINGTON BLVD 
wy E ADAMS BLVD 


University Park 
RODEO RD ; Exposition Park 

MARTIN LUTHER KING JR BLVD 
VERNON AV 

48TH ST 


SLAUSON AV 


NORMANDIE AV 206 206 


FLORENCE AV 
H MANCHESTER AV 


CENTURY BLVD 


120TH ST 


al 


Athens 
Gardena Harbor Gateway 


NEXTGEN Existing Line 207 
Updated Draft Proposals: July 2020 Wes tern Av e 


? How often will my bus run? 


Frequency* HOLLYWOOD BLVD) “| 

Peak Midday Evening Owl tt 

SANTAMONICABLVD 22 

WT atc Weekday 6 min 7.5 min 12-15 min 30min Sg cla zi 
Line 207 Saturday 12min 12 min 15 min 30 min MELROSE AV wit 
Sunday 12 min 12 min 15 min 30 min tae 

farfeX BEVERLYBLVD => 


= Beverly Hills 1015 
>it Weekday 15 min 18 min 25 min 60 min sath = 
Li 207 Saturday 14min 15 min 24 min 60 min HH 
ine Sunday = 17 min 16 min 25 min 60 min —t—,._}! FE koeatown 


: ; Mid-Wilshire eH 
*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am PICO BLVD EH 


VENICE BLVD 


oHow is my bus changing? 


70] ADAMSBLVD Los Angeles 
More Frequency S Jefferson Park rH Wniversity Bare 
Simpler Network a 7 ae 
OBAMA BLVD > HH 
= + 
Tr Enh Exposition Park 
s eH 
i i : : ro HH 
New High Frequency Line 207: Merge Lines 207 and 757. New Line 207 ra) FH 
would operate between Hollywood and the C Line (Green) Crenshaw VERNON AV 4s 
Station: HH Es 
. More frequency for all new Line 207 bus stops on Western Av # SL, 
a : i 5) 
: Underutilized bus stops would be consolidated on Western Av = Gf © 
eas ee SLAUSONAV #3 Sl ie 
to balance speed, reliability, and accessibility = 
Hyde Park rH 
ca FLORENCE AV i @ 
rset 
Ou 
NH 
BH 
MANCHESTER BLVD 23! 
Inglewood He 
CENTURY BLVD Zi# 
A N igs 
tit 
ep NextGen Line Lennox SH 
senemenn Existing Line IMPERIAL HWY EPH 
M etro 120TH.ST $5 pe 
Hawthorne Shaneseeane Athens 


Gardena 


Existing Line 209 


NEXTGEN 


Updated Draft Proposals: July 2020 
Van Ness — 


Arlington Ave 


Koreatown 


210 209. WILSHIRE BLVD 


Frequency* 
Peak Midday Evening Owl Mig-Milshire H 
¢ OLYMPIC BLVD 
WT qc Weekday 60 min 60 min 60 min - 7 weico BLVD 
. Saturday_ -- -- -- - : 
UPA cunday —-- _ _ _ i 
oD: 
>i Weekday 56 min 56 min ~ -- West Adams ¢ —Adams-Nrmande 
. Saturday" -- -- -- -- ot 
Line 209 Sunday = -- a = = 209 “i OBAMABLVD 
Baldwin Hills/Crenshaw : Exposition Park 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 
Vermont Square 
is my bus changing? 
©How Is my bus changing: Phe 
Hyde Park 
FLORENCE AV 


Simpler Network 


MANCHESTER AV 


Line 209 would be altered to operate between Crenshaw C Line 

(Green) Station (instead of the Vermont/Athens Station) and the Expo/ Inglewood 
Crenshaw E Line (Expo) Station via Van Ness Av and Arlington Av 

Line 210 would link Expo/Crenshaw E Line (Expo) Station 


CENTURY BLVD @& 


al 


with Wilshire Bl in place of Line 209 
oO 
— N IMPERIAL HWY 
M105) : ei 
: ost 
: Athens 5 S18 
Hawthorne : : Willowbrook 
a © 135TH ST; 
=i eases lie 
BS | w & 
ey Ss 
7 a <z oO 
28 = Caden = 
ug z ae 
(os — oO TT] 
o > z > 


A N Lawndale 


emp NextGen Line 


uiuwadae Existing Line 
g Redondo Beach ARTESINEYE 


182ND ST 


® 
Metro 
Torrance Harbor Gateway 


210 


NEXTGEN 
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? How often will my bus run? 


NextGen 
Line 210 


Existing 
Line 210 


Frequency* 

Peak Midday Evening Owl 
Weekday 10 min 10 min 15-30 min 60min 
Saturday 10min 10 min 15-30 min 60min 
Sunday 10 min 10 min 15-30 min 60min 
Weekday 21min 20 min 42 min -- 
Saturday 24min 20 min 42 min -- 
Sunday 23 min 19 min 41 min -- 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


oHow is my bus changing? 


More Frequency 
Simpler Network 
More Reliable Service 


New High Frequency Line 210: Merge Lines 210 & 710. New Line 210 
would operate via Crenshaw Bl between Crenshaw/Wilshire and Crenshaw/ 
Redondo Beach and via Redondo Beach BI to South Bay Galleria: 


More frequency would be provided for all bus stops on 
Crenshaw BI and Line 210 would provide new Owl service 
Underutilized bus stops on Crenshaw BI would be 
consolidated to balance speed, reliability, and accessibility 
Torrance Transit Line 2 would replace the existing Line 210 
segment on Crenshaw BI and Artesia BI south of El Camino 
College 
New Metro Line 610 would replace existing Line 210 north of 
Wilshire BI via Rossmore Av and Vine St to B Line (Red) Hollywood/ 
Vine Station with 15 minute daytime and 30 minute evening service 
weekdays and weekends 

AN 


emp NextGen Line 
suenenee Existing Line 


Metro 


al 


Existing Line 210 
Crenshaw Blvd 


FRANKLIN AV Los Feliz 


4, 


rod 


a 
SUNSET BLVD f FOUNTAIN AV a 
SANTA MONICABLVD 2S ov 
w i <= Hollywood 
MELROSE AV & 9:2 z s 
BEVERLY BLVD faizy | i 
coe: 68 
ee 8 3RD ST 
WILSHIRE BLVD capppeeect 710 


aE OLYMPIC BLVD 
PICO BLVD o se 
S i 
Ss 
ex vs oO Downtown 
ow PE 
N =i 
— 
z - Exposition Park 
=: 
Wa 
3 
rd 48TH ST 
oOo 
SLAUSON AV 
5 
o FLORENCE AV = 
rs) Mig 
m 
Vv 
MANCHESTER AV [= 
Playa del Rey 
CENTURY BLVD 
a 
w 
IMPERIAL HWY a 
az 
4 
Ss 
> 
a, <= 
05 = 
ROSECRANS AV : 
[r= 
lu 
> 
OW! yo Henn, _ Gardena 
RE BE Je 
pres z 
ARTESIA BLVD, 2.2 a 
; a 
Redondo Beach jp== = HH 
ky = 


Hermosa Beach 190TH ST 


PRAIRIE AV 


Torrance 


NEXTGEN Existing Line 211 
Updated Draft Proposals: July 2020 cas 
Prairie Ave — 


Inglewood Ave 


Frequency* FRANKLIN AV 


; : HOLLYWOOD BLVD 
Peak Midday Evening Owl s**t SUNSET BLVD 


SANTA MONICA BLVD 
MELROSE AV 


ty qact-i Weekday 40 min 40 min 60 min -- a 
x Hollywood 


. Saturday 60min 60 min 60 min -- 
UPAR Sunday 60 min 60 min 60 min us BEVERLY BLVD fairs 


> M Weekday 38 min -- -- -- WILSHIRE BLVD 


Line 211 rhea ~ ~ ~ 


fea eeeeeee ee eeee ene 


OLYMPIC BLVD 


y) — Downtown 
o io) 
*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am we 
R\> 
e b h e » 
©How Is my bus changing: 
Improved Frequency 
Simpler Network 
All Day, All Week Service SLAUSON AY 
Hyde Park 
F : ‘ FLORENCE AV 
New Lines 211 and 215 would operate as separate two-directional : 
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New High Frequency Line 212: Merge Existing Lines 212 and 312. Line 
212 would operate via La Brea Av between Hollywood/Highland and 
Inglewood, extending south via La Brea Av and Hawthorne Bl to South 
Bay Galleria in place of Lines 40 & 740: 
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Line 218 would continue to operate between Ventura Bl, Laurel Canyon, 
Crescent Heights and Cedars Sinai Medical Center 
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New Line 230 would operate a similar alignment to existing Line 230 
between Sylmar and Studio City via Laurel Canyon BI and Hubbard St, 
but will end at Sylmar/San Fernando Station: 
. LADOT DASH would provide service north of Sylmar/San 
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Line 232 would continue to serve the existing route from LAX City Bus 
Center to Downtown Long Beach via Sepulveda BI, Pacific Coast Hwy, 
Anaheim St and Long Beach BI. 

. Line 232 would operate more frequent evening service 
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operating between Sylmar/San Fernando Station and Expo/Sepulveda 
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>it Weekday 16 min 21 min 21 min 60 min COLDWATER CANYON AV b a 
Li 240 Saturday 18min 16 min 21 min 60 min Valley Glen =i SB 
ine Sunday —- 19 min 19 min 21 min 60 min ne a, z 
WOODMAN AV Le a = 
re ° > a 
< z ia =e 
Seco 
*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am ° = > 2 
Van Nuys Sherman Oaks 
e e 
oHow is my bus changing? at ba 
More Frequency WOODLEY AV fi 
Simpler Network Sepulveda Basin 
BALBOA BLVD | : 
Encino 
New Lines 150 and 240: Merge Lines 150, 240 and 750: sp 
¢ New Line 150 would operate frequent service from Ventura/ ae WHITE OAK AV 
Reseda west to Chatsworth Station along Ventura Bl and aa 
Topanga Canyon BI (replacing Line 245 segment) oF oer ae a Be a eee ees eneee 
: New Line 240 would operate frequent service on the existing & 1 
alignment between Northridge and Universal City/Studio City ee a ae = ee 
* wn (=) 
Station on Ventura BI and Reseda Bl w = 2 = > ai 
. . = 
° More frequent service at all new Line 150 and 240 bus stops = a a = |? 
. Underutilized bus stops would be consolidated on new Line 150 z = 9 = S = 
and 240 to balance speed, reliability, and accessibility. iu = 3 Wimetto 2 i 
DE SOTO AV 
150 
peli TOPANGA CYN BL 
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< N Canoga Park ih 
a 
e== NextGen Line es ee a 
4 
suumneee Existing Line — PEONE 
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Winnetka Ave 


Frequency* 242/243 ane ST 


Peak Midday Evening Owl [ a Porter Ranch 
NextGen BY Aces 30 min 30 min 60 min -- : 
Line 243 Pot a cusevorer | 
je 


>it Weekday 48 min 60 min es as DEVONSHIRE ST 


Line 242 Phe bei ih min at min ae we Chatsworth 


LASSEN ST H 
Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am PLUMMER ST H 
e b ly e a) : Northridge 
oHow IS my uS C anging: NORDHOFF ST : 
More Frequency H 
Simpler Network PARTHENIA ST H 
2 ROSCOE BLVD x a Fi 
Lines 242 & Line 243 would operate a new Line 243 on Tampa Av and = = = : 
. : a q 
Winnetka Av between Ventura BI and Devonshire St: z Bl SE 
: New Metro MicroTransit service would link the Porter Ranch S H 
‘ ; : > H a 

community with Line 243 a S > W = 4 H é > > 

° New Line 243 would operate more frequent service during midday SATICOYST & = Ps = = = =k = = > 

hours on weekdays as well as new evening and Sunday service F 3 5 S Zz = pa i 2 tl a 

z ia =f: = z 

S <t = E = ul = 

SHERMANWY = 3 a = = S FE = ae 3 
VANOWEN ST : 
VICTORY BLVD : : 
<q N OXNARD ST : H 
e@==p NextGen Line 4 : 
vanes Existing Line Woodland Hills eS 


M et ro qENTURA pid {rox 


NEXTGEN Existing Line 243 
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Winnetka Ave 


Frequency* 242/243 ane ST 


Peak Midday Evening Owl [ a Porter Ranch 
NextGen BY Atte 30 min 30 min 60 min -- : 
Line 243 Pata a cusevorer | 
je 


>: Weekday 48 min 60 min a a DEVONSHIRE ST 


Line 243 che bead ih min at min ae we Chatsworth 


LASSEN ST H 
Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am PLUMMER ST H 
e b ly e a) : Northridge 
oHow IS my uS C anging: NORDHOFF ST : 
More Frequency H 
Simpler Network PARTHENIA ST H 
2 ROSCOE BLVD x a Fi 
Lines 242 & Line 243 would operate a new Line 243 on Tampa Av and = = = : 
. : a q 
Winnetka Av between Ventura BI and Devonshire St: z Bl SE 
: New Metro MicroTransit service would link the Porter Ranch S H 
‘ ; : > H a 

community with Line 243 a S > W = 4 H é > > 

° New Line 243 would operate more frequent service during midday SATICOYST & = Ps = = = =k = = > 

hours on weekdays as well as new evening and Sunday service F 3 5 S Zz = pa i 2 tl a 

z ia =f: = z 

S <t = E = ul = 

SHERMANWY = 3 a = = S FE = ae 3 
VANOWEN ST : 
VICTORY BLVD : : 
A N OXNARD ST : H 
emp NextGen Line 4 : 
vara Existing Line Woodland Hills eS 


M et ro qENTURA pid {rox 
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? How often will my bus run? 


og 2h / 245 DEVONSHIRE ST 


Frequency* H om _————, "= 
Peak Midday Evening Owl : : 
i 
WT ¢icl-Ji Weekday 20min 30 min 30 min -- : Spent LASSEN ST 
. Saturday 40min 40 min 40 min = eo 
seed Sunday 40min 40min 40min -- i Oftswart 
<= A PLUMMER ST 
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. Saturday 53min 50 min -- -- : 
ree Sunday 66min 65min -- 2 i 
i NORDHOFF ST 
*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am y 
gg PARTHENIA ST 


oHow is my bus changing? 


More Frequency ROSCOE BLVD 


Simpler Network 


: Winnetka 
Line 244 would operate as a separate line. New Line 150 would BE 3 
replace Line 245: to Eg Canoga Park $ SATICOY ST 
; ; ae 
° Line 244 would operate on the current route via De Soto Av Na Se 
between Chatsworth Station and Ventura Bl/Paralta Av Oo: : 
. op . . a . 
° New Line 150 would replace existing Line 244 & 245 service eS : : SHERMAN WY 
on Ventura Bl and Topanga Canyon BI with more frequency. a S i : > 
° New Line 150 would be extended to Ventura and Reseda Bls to = aa : = 
th Li ; S S i vaNoweNsT 2! z = 
connect with Line 240 (see Line 150 information sheet) 2 <i a = iF 
_ ‘ : Os = 
° Line 244 would include more frequent weekday service and new cs Zz: 5: 2 B 
weekend evening service = a wi = = 
7 age oF VICTORY BLVD 
> : 
= i 
Woodland Hills a J 
© e 
o 
OXNARD ST Z 
AN ee 
; é 
e==p NextGen Line i 
uuucmce Existing Line BURBANK BLVD : 
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244 ee 


NEXTGEN o ae ° 
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Topanga Canyon Bl 


? How often will my bus run? 


244/245 DEVONSHIRE ST 
oe — 
Peak Midday Evening Owl : : i 
i : H 
=— 150 264 ie: 
Ty 4a Weekday 20 min 20 min 30-60 min -- i pet LASSEN ST 
> Saturday 30min 30 min 30-60 min -- : : 
SaMAbee Sunday 30min 30min 30-60 min -- { ee 
3 : PLUMMER ST 
>E'M Weekday 30 min 49 min 60 min -- : i 
. Saturday 53 min 50 min - -- : i 
Ue Sunday 66min 65min -- me A | (rae 
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*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 
PARTHENIA ST 


oHow is my bus changing? 


More Frequency 


VICTORY BLVD 


i ROSCOE BLVD 
Simpler Network : : 
: : Winnetka 
. . . ae iH 
Line 244 would operate as a separate line. New Line 150 would eed ere e : SCONE 
replace Line 245: xi SE 
. . . a 
° Line 244 would operate on the current route via De Soto Av ae: : 
between Chatsworth Station and Ventura BI/Paralta Av aye : 
: dos ; ; a : SHERMAN WY 
° New Line 150 would replace existing Line 244 & 245 service Zz: : 
on Ventura Bl and Topanga Canyon BI with more frequency. = 5 i : a 
. New Line 150 would be extended to Ventura and Reseda Bls to = Pa) ?B VANOWEN ST =e a = 
connect with Line 240 (see Line 150 information sheet) & 2 i g: S z 
° Line 244 would include more frequent weekday service and new = ae i s = 
¢ 7 : lus 
weekend evening service fz = : a 
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Existing Line 246 
Avalon Blvd — San Pedro 


; Harbor Gatewa 
? How often will my bus run? y 
Frequency* canines 
Peak Midday Evening Owl 246 246 __aseccons 
NextGen Weekday 30min 30min 30-60min / ———; 
: i i a 
BUISEM Sunday. 30min 30min 40min pa Compton 
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DEM Weekday 34min 55 min 42 min 60 min 


. Saturday 40min 40 min 43 min 60 min 
PL Sunday 60min 60min 41min 60 min 
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di 


> => Qa i 
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. — Z —— 7 4 | 
= ul Ed bi S >] 
oHow is my bus changing: ay ode ss} ¢ 2 
5 : $s g 
More Frequency iy < 5 
Simpler Network = 1s x 
: i. 
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| 
Line 246 would continue to operate from Harbor Gateway Transit Center RANIIC COREL AERY : 
to Carson, Wilmington, and San Pedro via Avalon BI, Anaheim St, Gaffey | a 
St, Channel St, Pacific Av and Pt. Fermin. H 
. Line 246 would operate more frequent weekday and {ANAHEIM ST 
weekend service } 
° Discontinue Line 246 Owl service due to underutilized service. S HARRY BRIDGES BLVD 
San Pedro a Sn ee 
3] o 
wn 
= 
Rolling Hills 
Rancho Palos Verdes es, 
1ST ST i z 
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7 
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? How often will my bus run? 


Frequency* 
Peak Midday Evening Owl 
NextGen Weekday 10min 10 min 15 min 30-60 min 
Line 251 Saturday 15min 15 min 20-30 min 30-60 min 
Sunday 15 min 15 min 20-30 min 30-60 min 
>E'M Weekday 22 min 23 min 40 min 60 min 
Li 251 Saturday 14min 15 min 40 min 60 min 
ine Sunday = 23 min 17 min 40 min 60 min 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


oHow is my bus changing? 


More Frequency 
Simpler Network 


Los Angeles 


New Line 251: Merge Lines 251 & 751; New Line 251 would operate 
between Cypress Park (Av 28 & Idell), Huntington Park (Palm/ 
Seville), and south to C Line (Green) Long Beach BI Station via 
existing Line 251 on Av 26, Daly St, Soto St, Pacific Bl, Florence Av, 
State St and California Av: 


. Underutilized bus stops would be consolidated to balance 
speed, reliability, and accessibility 
: New Line 251 would operate more frequent service weekdays 
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L 2X3: Cypress Park — Lynwood 


: via Soto St 
? How often will my bus run? 
Frequency* 
Peak Midday Evening Owl 
WT iC Weekday  -- < ain = 
Line ae ~ - - 


>it Weekday 30min 40 min 48 min -- 


. Saturday 44min 40 min 56 min -- 
SSA Sunday 44min 40min 56min -- 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


PAs, 
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oHow is my bus changing? 


252 BROADWAY 
e aa eseosoross 
a 
Simpler Network a) us 
5 = ra 
> cS) o 
Cc y 
m ~ 
PRA 
Line 252 would be discontinued between Montecito Heights, Lincoln o Soy 
Heights and Boyle Heights via Soto St due underutilized service and R05, Po Sy 
duplication of service from other lines. ~ xy 
* The following alternative bus services would be available: My Ry (1015 
Figueroa St (Line 81), Broadway (Line 45), Huntington Dr “S bs 
(Line 78), Valley BI (Line 76), and Soto St (Line 251) RK es 
. Line 252 segment between Huntington Dr and Figueroa St via yy & < 
Mercury Dr and Griffin Av/Ave 43 would be replaced by new ‘ a i ) 
Line 182 YOO io) :| 
; > E08 w 
. New Metro MicroTransit service would also be available in the eS: 28 S 
Lincoln Heights/Highland Park area ¥ ‘ Ws, S > 
2» 
<S = = t/ 17 
’/q, a a 2 Te, in 
0) Ts Dy QLy oo 
<Yy EO ERY 2 z 
b0) is < 
A N z of i My a 
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? How often will my bus run? 


Existing Line 254 
Boyle Av 


Frequency* 
Peak Midday Evening Owl é 
Wy 4tcTi Weekday  -- -- -- -- 
. Saturday -- -- -- -- < 
Line Sunday -- -- -- - <3 W) / B 254 , ICESAR E CHAVEZ 
Sp»  6THST os Os rica 
apes ; ; ; Ax. 2 < 1ST ST 
Dei iilM Weekday 60 min 73 min 55 min -- YS BS ay Giro st 
- Saturday 66min 70 min 68 min -- Se z vf = 
Line 254 Sund Ee aa _ ue Li = < 
unday & > 60 Py a 
& x er, g, _— 
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6 & 
*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am y af S / 665 E OLYMPIC BLVD 
yp z < = 
wi = t — 
H i b h ing» <8 ‘ o 
+ 9 
OFiOwW IS my uSC anging: 41ST ST abe © a we Wasy, 
: a e 254 1H Neroy, 
Simpler Network S > = VERNON AV a greseeeesr -< is ly 
al 2) ale Q Buy 
z S| = a Zi | 
4 —— a z 
= =z ra) o 2 ul A 
Line 254 would be discontinued between East LA and Watts via Boyle SLAUSON AV < 251 S| v 
i ‘ ae o 
Av and Lorena St due to underutilized service and duplication of ad H SLAUSON Ay 
service from other lines. m af 
* The following alternative bus services would be available: = a GAGE 
103rd St (Line 117), Compton Av (Line 55); Firestone BI (Line : a ag 
115); Florence Av (Line 111); Pacific BI (Lines 60, 251); Gage Av SEORE Nee iS 
(Line 110); Soto St (Line 51); Lorena Av (Line 605); Indiana St = FLORENCE ay 
; : > 
(Line 665). rae . E79THST | NADEAUST: ry 3 
° New Metro MicroTransit service would also be available in the a= eas Via wf > = 
lus 
Watts area ai Es \ 
; S a 
H > Xe) Py 2) A 
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? How often will my bus run? 


Frequency* 

Peak Midday Evening Owl 
ty QacT- Weekday 40 min 40 min 40 min -- 
Line 256 al oS 
>it Weekday 50 min 50 min 60 min -- 
Line 256 Ext Sadat 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


oHow is my bus changing? 


More Frequency 
Simpler Network 


Line 256 between Commerce and Altadena via El Sereno, Highland Park, 
and Pasadena would be subdivided into three separate bus lines with more 
frequent service: 
. Metro in partnership City of Commerce is examining the option 
of City of Commerce Municipal Bus Lines operating the existing 
segment between Commerce and Cal State LA Station, with no 
proposed changes to alignment 
. Line 256 between Cal State LA and Highland Park would become 
part of new Line 182, travelling the usual 256 route to Huntington Dr 
but then travel via Mercury Dr to Broadway (replacing Line 252) then 
Griffin Av, Ave 43 and Figueroa St to Highland Park L Line Gold Station 
and beyond to East Hollywood. 
. Metro in partnership with City of Pasadena is examining the option of 
Pasadena Transit operating a simpler route between Highland Park and 
Pasadena, via Colorado Bl, L Line (Gold) Memorial Park Station, Lincoln Av, 
Washington Bl, Altadena Dr and Foothill Bl to Sierra Madre Villa Station 
. New Line 662 would serve Lake Av between Pasadena and Altadena, with Metro 
Lines 180, 686 and Foothill Transit 187 serving Colorado Bl in Pasadena 
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? How often will my bus run? 


Frequency* 
Peak Midday Evening Owl 


ty qacti Weekday 40 min 40 min 40 min -- 
. Saturday 60min 60 min 60 min -- 
SAT sunday 60 min 60 min 60 min = 


>i Weekday 45 min 45 min 50 min -- 


Line 258 rian ~ = : 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


oHow is my bus changing? 


Simpler More Reliable Network 
New Weekend Service 


Line 258 would follow the current route from Paramount via South 
Gate, Bell Gardens, Commerce, East LA, and Monterey Park, with 
changes of routing to travel via Whittier Bl in place of Telegraph Rd 
between Eastern Av and Arizona Av and to travel via Floral Dr and 
Eastern Av between Mednik St and Cal State LA, in place of Monterey 
Pass Rd. North of Alhambra, Line 258 would also be rerouted to travel 
via Freemont Av, Fair Oaks Av, Mission St, Pasadena Av, and York Bl to 
serve the South Pasadena L Line Gold Station and terminate at York/ 
Figueroa, connecting with Lines 81 and 182. 
+ Service would be discontinued on Huntington Dr/Oak Knoll Av- 
Cir in San Marino due to underutilized Line 258 service 
° New Metro Line 662 would operate two-directional service on Lake 
Av, Altadena Dr, Lincoln Av, Washington BI, and Los Robles Av between 
Pasadena (L Line (Gold) Del Mar and Lake Stations) and Altadena 
° New Lines 258 and 662 would both provide new weekend service 
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Fair Oaks Ave 


La Canada Flintridge 


? How often will my bus run? 


Frequency* 
Altad 
Peak Midday Evening Owl i= cit 
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? How often will my bus run? 


Frequency* 
Peak Midday Evening 


Wy qacT Weekday 20 min 20 min 20-30 min 
. Saturday 30min 30 min 30-60 min 
SUT Sunday 30 min 30 min 30-60 min 


>it Weekday 17min 21 min 40 min 
. Saturday 22min 21 min 40 min 
TUE Sunday 29min 22min 40min 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


oHow is my bus changing? 


More Frequency 
Simpler Network 


New Line 260: Merge Lines 260 & 762 between Altadena, Pasadena, 
Alhambra, East LA, Lynwood and Compton via Fair Oaks Av and 
Atlantic Bl; would provide more frequent and more reliable service 
following the existing Line 260/762 route between L Line (Gold) 
Memorial Park Station and Imperial Highway then travel west to 
Willowbrook/Rosa Parks A Line (Blue) & C Line (Green) Station: 


« Anew frequent Line 261 would link C Line (Green) Long Beach Bl 
Station and A Line (Blue) Artesia Station via Imperial Hwy, Atlantic 


BI, and Artesia Bl 


° A new frequent Line 660 would operate between L Line (Gold) 
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NEXTGEN New Line 262 
Updated Draft Proposals: July 2020 East LA C ol | e g e- 
Los Cerritos Center 


? How often will my bus run? 


Frequency* 
Peak Midday Evening Owl 


Cy qtet Weekday 20-40 min 20-40min 30-60min_ -- 
. Saturday 30-60 min 30-60min 60min -- 
SLY Sunday. 30-60 min 30-60min 60min ac 


Sy 
Downtown ”. 


> E'M Weekday 27 min 32 min 58 min -- RS = 
Line 62 [ae 40 min 59 min - 6THST 5 A 
ine Sunday 57 min 52 min 58 min -- 66 Spee, 


OLYMPIC BLVD 


Pico-Union 


Fast LA College 
262 


Me 
*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am my Fi) 
Ww Ky 
7 ‘ > £3 “3 Montebello 
XJ 2) OLy; 
oHow is my bus changing: Salm m8 OLYMPIC Biyp 
x {=} Se, 
- Vernon Xe, 
Simpler Network 5 \. A. 
New Links ae eS 
SLAUSON ay 
GAGE ay 
New Line 262 will operate between East LA College, L Line (Gold), BellGardens 
relacing existing Line 62. Atlantic Station, and Hawaiian Gardens, via a < Santa Fe Springs 
Atlantic Av, Telegraph Rd, Pioneer BI: wT i, 
° Line 62 will be discontinued between Downtown LA and =i : 
Atlantic Bl/Telegraph Rd with Line 66 serving that segment. rT ae: 
. New connection to East LA College will be created 4 
° Discontinue existing Line 62 on Imperial Hwy/Bloomfield Av at = Sa! 
Norwalk, reducing overlap of Norwalk Transit service, providing fONECRENS aie ee 
better service on Pioneer BI. : EGE BLVD 
* The highest frequency of service would operate north of Los (eae E 
Cerritos Center. — : ARTESIA BLVD 
EFritos 
Artesia 
SOUTH ST 
DEL AMO BLVD [E 
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A N Lakewood 
CARSON Sil 
emp NextGen Line H 
Perret Existing Line Long Beach 262 62 
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NEXTGEN = Existing Line 264 
Updated Draft Proposals: July 2020 City of Hope : Altadena 


Frequency* 


Peak Midday Evening Owl 
WT ici Weekday -- < ain = 
- Saturday -- -- -- = 
Line Sunday - -- i aa 


>: Me Weekday 60 min 60 min 60 min -- 
. Saturday 60min 60 min 60 min -- 
CAT Sunday 60min 60min 60min -- 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am >i 
zi 
oHow is my bus changing? =f z ba 
a (=) 
Simpler Network Pasadena = FOOTHILL BLVD 
a o ia COLORADO BLVD 
Line 264 would be discontinued between Duarte, Monrovia, Arcadia, File ck iS 
Pasadena, Altadena via Duarte Rd, Michillinda Av, Foothill Bl, yenegelt DUARTE RD axnns finn nha ivan raved 
Altadena Dr due to underutilized service and duplication of service of YORK BLyp wr? oe aetniald aa 
other bus lines: gland Park ff gs, MISSION ST z ES 
: New Line 256 (Pasadena Transit) would serve Altadena Dr & ie 
(south of Washington BI) and Foothill Bl, with new Line 662 ae ey meat 
serving Altadena Dr at Lake Av a ES 
° Nearest alternative service in Duarte and Monrovia would be i 
Metro L Line (Gold), Foothill Transit on Buena Vista St (Line VALLEY BLVD f 25, ae 
272) and Myrtle Av (Line 170), and Duarte Transit — a 
. Nearest alternative service to Arcadia-Sierra Madre Villa would at 10) J 
be on Temple City Bl, Huntington Dr, Rosemead BI, Michillinda GARVEY AV 
Av (Metro Lines 266, 267, 268 and Foothill Transit Line 187) and 
on Baldwin Av (Metro Lines 268) a 
° New Metro MicroTransit service would also be available in the , 
Altadena, Pasadena, Sierra Madre area as well as City of Monrovia @ 


GoMonrovia MicroTransit service A N 
emp NextGen Line 
senenens Existing Line 


Metro 
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Updated Draft Proposals: July 2020 


? How often will my bus run? 


Frequency* 

Peak Midday Evening 
Wty qacti Weekday 40 min 40 min 40 min 
Line 265 Pata Sa 
>it Weekday 40-60min 60min 60 min 
BELEN sunday” 60min = 60min 60 min 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


oHow is my bus changing? 


More Frequency 


Line 265 routing would not change 
. More frequent service would be provided during daytime 
hours on weekdays. 
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NEXTGEN Existing Line 266 
Updated Draft Proposals: July 2020 Rosemea d 


? How often will my bus run? 


Sierra Madre 
. pe 
Frequency FOOTHILL BLVD ©. 
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Tee YY saturday = 30 min 30 min 30 min -- yun 2} 
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Los Angeles Kissriigad 
1 b h 1 » South El Monte 
©How Is my bus changing: 
a 
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TIER p 
LVD 
o — 
Line 266 has no significant changes between Lakewood, Bellflower, aa Ae i605) 
Downey, Pico Rivera, South El Monte, Arcadia and Pasadena via wo Pico Rivera og 
Lakewood Bl and Rosemead BI: GAGE ay ve 
+ Line 266 would end on northbound Lakewood BI adjacent to ky &f SL4uson ay il! 
Lakewood Center Mall for improved connections with the mall Re, g Ve 
and Line 265 a FIRESTONE Bi y a 
. Line 266 would provide more frequent service weekdays @ ap 2 Santa Fe Springs 
and weekends Deas: 
.y 
Cy 
x 
SH IMPERIAL HWY 
\105) otf 
ROSECRANS AV &: Norwalk 
Compton Palameuat oi ALONDRA BLVD f 
A N at Bellflower ) 
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NEXTGEN = Existing Line 267 
Updated Draft Proposals: July 2020 E| Monte oo Pasadena = 
Altadena 


? How often will my bus run? 


Frequency* 
Peak Midday Evening Owl 


Wy qacT- Weekday 30 min 30 min 60 min -- 
. Saturday 60min 60 min 60 min -- 
SUT Sunday 60 min 60 min 60 min - 


>i: Weekday 30 min 30 min 60 min -- Fiver, 
. Saturday 60min 60 min 60 min -- a 
AYA Sunday 60min 60min 60min -- By 


662 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 
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oHow is my bus changing? lene 


Simpler More Reliable Network Sierra Madre 


256A FOOTHILL BLVD 


ooteren on 
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hai 


DEL MARBL__ 267 _267 


Arcadia 


Line 267 would be shortened between El Monte, Arcadia, Pasadena, Eagle Rock 
and Altadena via Temple City Bl, Rosemead BI, Del Mar BI, Lincoln 
Av, and Altadena Dr to end at the L Line (Gold) Del Mar Station in 
Pasadena. This would improve reliability and avoid service duplication 'RK BLvp 
with other bus lines: sland Park 
° Pasadena Transit would operate new Line 256 on southern qe 
end of Lincoln Av with new Metro Line 662 serving the north 
end of Lincoln Av and Altadena Dr every 30 min weekdays and 
60 min weekends 
° New Metro MicroTransit service would also be available in the 
Altadena, Pasadena area 
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NEXTGEN 


Updated Draft Proposals: July 2020 


? How often will my bus run? 


Frequency* 


Peak Midday Evening Owl 
ty 4acT- Weekday 30 min 30 min 60 min -- 

. Saturday 60min 60 min 60 min -- 
B.S cunday 60 min 60 min 60 min “e 


DE: M Weekday 33 min 55 min 40 min -- 
. Saturday 54min 56 min 60 min -- 
CAT Sunday 58min 56min 60min -- 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


oHow is my bus changing? 


More Frequency 
Simpler More Reliable Network 


Line 268 route would be shortened between E! Monte, Arcadia, 
Sierra Madre, Pasadena, La Canada Flintridge (Jet Propulsion Lab), 
and Altadena via Baldwin Av, Sierra Madre BI, Orange Grove Bl, and 
Washington Bl to end at the L Line (Gold) Sierra Madre Villa Station 
to improve reliability and avoid service duplication of other bus lines: 
° Pasadena Transit would operate new Line 256 on southern 
end of Lincoln Av, Washington Bl, Altadena Dr, Foothill Bl to 
Sierra Madre Villa Station 
° New Metro Line 662 would serve the northern end of Lincoln 
Av and Washington BI west of Los Robles Av every 30 min 
weekdays and 60 minutes weekends 


° New Metro MicroTransit service would also be available in the 
Altadena, Pasadena, Sierra Madre area 
° Line 268 would provide more frequent service during midday hours 


on weekdays 
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HEX IGEN - New Line 287 
Updated Draft Proposals: July 2020 E| Monte Station _ 


: Arcadia 
? How often will my bus run? 
Frequency* 
Peak Midday Evening Owl 


QUT Weekday 30-60 min 30-60min 30-60min_ -- 
. Saturday 60min 60 min 60 min -- 
BUSY Sunday 60 min 60 min 60 min = 


>: Ms Weekday 25 min 45 min 23 min -- 
. Saturday 55min 57 min 50 min -- 
SSM Sunday 54min 53min 50min -- 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


a 
7 SIERRA MADRE BLVD 
& a oe 


oHow is my bus changing? A 7 


More Frequency 287 
Simpler More Reliable Network & 


<i 
Arcadia Es 
South Pasadena 


New Line 487 frequent service would link the L Line (Gold) Sierra Madre 
Villa Station and LA Union Station via San Gabriel BI, Las Tunas Dr, 
Mission Dr, Del Mar Av, I-10 Express-Lanes: 
. Line 487 would extend beyond Union Station through downtown 
LA to 7th/Flower & Figueroa during peak periods weekdays 
. New Line 287 would be introduced, serving existing Line 487 PURPLE LINE 
segment between El Monte Station and L Line (Gold) Arcadia 
Station via Santa Anita Av seven days a week as well as an Monterey Park 
extension south from El Monte Bus Station to The Shops at Downtown The Shops at 
Montebello in place of existing Line 176 every 60 min. weekdays Montebello 287 
. Existing Line 487 north and west of L Line (Gold) Arcadia Station 
to L Line (Gold) Sierra Madre Villa Station via Santa Anita Av, Sierra 
Madre Av, San Gabriel Av would be discontinued due to underutilized 
service, with alternative Metro Line 268 service available on Baldwin Av, 
Sierra Madre BI and Michillinda. New Metro MicroTransit service would 
also be available in the Altadena, Pasadena, Sierra Madre area 
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Updated Draft Proposals: July 2020 


How often will my bus run? 


Frequency* 
Peak Midday Evening Owl 
C= 4tCT-il Weekday 30 min 30 min 60 min -- P. 
. Saturday 30 min 30 min 60 min -- ‘ heli 
mee cunday 30 min 30 min 60 min - San Femando—“buagevannis 
2D 
a ; ’ Ne 
>E' Ms Weekday 25 min 30 min 52 min -- a 
Li 94 Saturday 24min 23 min 60 min -- » Ne 
ine Sunday 28 min 22 min 60 min -- Mission Hils S. % 
OS Ge 
& 
“, % 
* a d ‘ - = ina: J -12- ‘N 
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H bd b h bd » Panorama City im > 
ow is my bus changing: sot 
More Frequency 2 SHERMAN WY z 
More Reliable Service ged Zz 
VICTORY BLVD 4 
z 
BURBANK BLVD = 
New Line 94: Merge Lines 94 and 794 on San Fernando Rd: North Holywood 
. New Line 94 would operate mostly via the existing Line 94 
route between Downtown LA and Burbank but include a 
routing via Brand Bl and Broadway in Downtown Glendale. 
From Downtown Burbank, new Line 94 would extend west i205) 
on Magnolia Bl to end at the B Line (Red) North Hollywood 
Station. This new route would provide more service between 
Glendale, Burbank and North Hollywood. 
« Anew Line 294 would operate along San Fernando Rd between 
Sylmar and Downtown Burbank. ia BSS nav 
. Underutilized bus stops on new Line 94 would be consolidated ace 
between North Hollywood and Downtown LA to balance speed, 
reliability, and accessibility, and frequent service would be available at 
the new Line 94 bus stops 
AN 
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Updated Draft Proposals: July 2020 


Existing Line 296 
Riverside Dr 


? How often will my bus run? 


Frequency* 
SS & 
Peak Midday Evening Owl @ w.2 ¥ 4 
%, ge eS 
‘ . : % & x 
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re) H 1 b h 1 » x ay South Pasadena 
ow is my bus changing: S 
S 
: & 
Simpler Network MELROSE AV 
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3RD ST Lincoln Heights 
. . F F ae Aofestoem Westlak Chinatown 
Line 96 will be replaced by the following service: io 
- New Line 296 will operate via existing Line 96 between OLYMPIC BLVD 
Downtown Burbank and Riverside Dr then via Figueroa ais 
St to the L Line (Gold) Lincoln/Cypress Park Station for a Neo 
connections with the L Line (Gold) or bus Lines 81, 92, and 94 
to Downtown LA 
ition Park tis Sotn-ontral "OM 
Exposition Pari istoric South-Centra & lo 
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NEXTGEN Existing Line 302 
Updated Draft Proposals: July 2020 Sunset Blvd Limited 


<0) 


Frequency* 
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1% is 
Qt Weekday 7.5min 10min 15 min 60 min sae 
Line 2 Saturday 10min 15 min 15 min 60 min 
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Existing weoeasy 8-15min — -- - a sf tii E 
- aturday-- -- -- -- EOE” ii ae F 
Line 302 Sunday a = ed ae i SS ‘iia 
rH ee) 
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e e en 2 
oHow is my bus changing? ee 
Ri x Hollywood 
More Frequency ei > 
Simpler Network é& i fs 
New Links St 
nh FAIRFAX AV 
New Line 2: Merge Lines 2 and 302 on Sunset Bl with Line 200 cS eee te 
(Alvarado/Hoover): 
. New Line 2 would follow existing Lines 2 & 302 routes on SOE ERISON ELD 
Sunset BI between UCLA and Hollywood, merging with sa met 2 HENNE 
existing Line 200 at Sunset & Alvarado to Exposition Park/ : Beverly Hills 
USC via Alvarado, Hoover, Figueroa and MLK Jr 
° New Line 2 would provide direct route between USC/ BEVERLY DR®3 & 
Exposition Park and Hollywood and high frequency service for 
all bus stops on Sunset BI and Alvarado St 
° Underutilized bus stops would be consolidated to balance speed, 
reliability, and accessibility . S 
+ Line 4 would remain serving Sunset Bl east of Alvarado St through oo” 
Downtowns oe VETERAN AV? 


i % 
«<q N Pe é 
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Updated Draft Proposals: July 2020 


Frequency* 
Peak Midday Evening Owl 
NextGen Weekday 7.5 min 10 min 15 min 60 min 
. Saturday 15min 15 min 15 min 60 min 
UPA Sunday 15 min 15 min 15 min 60 min 


> <CEiiit Me Weekday 10-12min -- ae - 
. Saturday -- -- a <= 
Line 31 2 Sunday ae a — = 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


oHow is my bus changing? 


More Frequency 
Simpler Network 


New High Frequency Line 212: Merge Existing Lines 212 and 312. Line 
212 would operate via La Brea Av between Hollywood/Highland and 
Inglewood, extending south via La Brea Av and Hawthorne Bl to South 
Bay Galleria in place of Lines 40 & 740: 

. More frequency at all bus stops on La Brea Av and Hawthorne Bl 

: Underutilized bus stops on La Brea Av and Hawthorne BI would 

be consolidated to balance speed, reliability, and accessibility 
. New Lines 211 and 215 would replace existing Line 212 on Prairie Av 
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Updated Draft Proposals: September 2020 


Frequency* 
Peak Midday Evening 
QUT Weekday 6 min 7.5 min 10 min 
. Saturday 7.5 min 7.5 min 10 min 
UML Sunday 75min 7.5min 10min 
>it Weekday 5-12min_ -- ~ 


. Saturda -- -- -- 
Line 316 cane Ze ae -—— 
*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


oHow is my bus changing? 


More Frequency 
Simpler Network 


New Line 16: Merge Lines 16, 17, and 316. New Line 16 will operate 
between Downtown LA and 3rd St/San Vicente via 3rd St, then north 
on San Vicente to Santa Monica BI to connect with Line 4 with more 
frequency during midday and evening hours on weekdays. 
: Lines 4 (Santa Monica Bl) or Line 28 (Olympic Bl) would be 
available service at Century City 
° New Line 617 would operate between E Line (Expo) Culver 
City Station to Cedars-Sinai Medical Center/Beverly Center 
via Robertson BI then travel west via Burton Wy and south 


on Beverly Dr to Pico Bl, replacing lines 14 and 16 on these 


streets. 
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Frequency* 


Peak Midday Evening Owl 
ty qacT-i Weekday 10 min 10 min 15 min -- 
Linc 20 Cg al a 
>i Weekday 8 min ‘i ie a 
Line 330 Fv iaaue ~ ~ ~ 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


oHow is my bus changing? 


More Frequency 
Simpler Network 


New Frequent Line 30: Merge Lines 30 & 330 between West 
Hollywood and L Line (Gold) Indiana Station via San Vicente BI, Pico 
BI, and 1St St, via existing Lines 30/330 between Pico Rimpau Transit 
Center and L Line (Gold) Little Tokyo/Arts District Station: 

: Existing Line 30/330 service on San Vicente Bl would be 
discontinued, with alternative bus service available on 
Olympic Bl (Line 28), Wilshire BI (Lines 20, 720), 3rd St (Line 
16), Beverly BI (Line 14), Santa Monica BI (Line 4) 

° Existing Line 30 service between Little Tokyo and Indiana L Line 
(Gold) stations would be eliminated, with alternative service 
available on the L Line (Gold) 

: Underutilized bus stops will be consolidated on Pico BI to balance 
speed, reliability, and accessibility, 
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NEXTGEN - Existing Line 344 
Updated Draft Proposals: July 2020 Hawthorne Blvd = Palos 
Verdes Harbor Gateway 


? How often will my bus run? 
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New Line 51: Merge Lines 51, 52, 351 on San Pedro St and Avalon BI. z Lip 
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Pedro St, and direct via Avalon BI (no longer serving Main St) and & 
Victoria St to a new southern terminus at Cal State Dominguez Hills 72> 
: Lines 51/52/351 would not operate between Downtown LA IMPERIAL HWY 
and Wilshire/Vermont, with alternative service available on 
Wilshire Bl (Line 20) and 8th St (Line 66) ss 
° Line 127 would replace Lines 51/351 on Compton BI. UR aha 
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Le 8 hii COMPTON BLVDiziats 51 351127 SOMERSET BLVD 
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New Line 152: Merge Lines 152 & 353: m7 4 
: New Line 152 would continue to serve Roscoe BI with 4 
proposed frequency improvements midday weekdays 
° On the east end, new Line 152 is proposed to travel via 
Lankershim Bl to provide a more direct connection to the B Tr = 
Line (Red) North Hollywood Station. KOs 
* Service on Vineland Av would be provided by modified Lines 
162 and new Line 290 (please see Line 162 and Line 90 
information sheets) i 
+ The route is proposed to terminate at Topanga Canyon BI in the +. # q 
west end. A modified Line 162 would provide service on Fallbrook Av hia) ce oe 
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New Line 55: Merge Lines 55 & 355 between Downtown LA and FEQHE Bi 
Willowbrook/Rosa Parks Station via Adams Bl and Compton Av: La shoot 2H 
. New Line 55 would follow existing Line 55/355 route with all oO Si 
trips ending at Willowbrook/Rosa Parks Station MANCHESTER AV ©! 
: More frequency for all bus stops on Adams BI and Compton Av Ba Ee 
° Underutilized stops would be consolidated to balance speed, 92NDST | 
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New Line 108: Merge Lines 108 & 358 via Slauson Av between Culver hid a Picadas ita) 
City Transit Center and Pico Rivera: go. eS VERMONT AY 
° Discontinue Lines 108 & 358 due to underutilization west of rH 
Sepulveda BI to Marina Del Rey via Jefferson BI, Centinela Av, HH WESTE hn Se 
Admiralty Way, Via Marina, Pacific Av as well as the deviation a 
into Fox Hills Business Park. Alternative bus service will be Leimert Park f= CRENSHAW BLVD 
available on Culver City Lines 2, 4, 7 and proposed extension 10) H Hyde Park 
to Marina Del Rey of Big Blue Bus Line 18 2: 
° New Line 108 would extend east to Slauson/Rosemead to 5 HH Inglewood 
connect with Line 256 LA CIENEGA BLVD 2 Bi = 
° More frequency at all bus stops on Slauson Av and provide Owl service Ladera Heights 0 Be @ 
with the highest frequency of Line 108 service weekday peak and midday Sie, 
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. Underutilized bus stops on Slauson Av would be consolidated to : a RY 
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? How often will my bus run? 
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New Line 166: Merge Lines 166 & 364: 

. Would continue to serve Nordhoff St and Osborne St, with 
more frequent midday weekday service 

° On the west end, New Line 166 is proposed to end at 
Nordhoff St/Canoga Av, with access to Chatsworth Station via 
the Metro G Line (Orange) 

. New Line 166 would extend east via Osborne St and Foothill Bl 
to Hansen Dam and Discovery Cube, making connections with 
New Line 690 on Foothill Bl 

« — Ashort segment of Glenoaks BI would then be served by Line 92 
and a segment on Topanga Canyon BI would continue to be served 
by new Line 150 
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New Frequent Line 78: Merge Lines 78, 79, and 378 between MARENGO AV 
Downtown LA and Arcadia (Live Oak Av/Santa Anita Bl). Route would 
follow Mission Rd, Huntington Dr then continue along Main St/Las 
Tunas Dr, Arcadia Station. 
. Discontinue Line 78 service on Live Oak Av east of Santa 
Anita Av which is served by Foothill Transit Line 492 
. Replace Line 79 service on Huntington Dr east of Maycrest Av to 
the Arcadia L Line (Gold) Station with new Line 179 which would fi34) Highland Park 
connect with Line 78 at Huntington Dr/Rose Hill Transit Center 
° Underutilized bus stops would be consolidated to balance speed, 
reliability, accessibility. 
° The highest frequency of Line 78 service weekday peak and midday 
shown above would be available at all bus stops between Main/ 
Garfield and downtown LA 6 
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Express Line 442 would be discontinued due to underutilized service FLORENCE AV 
and service duplication with other bus lines. 

« Alternative bus service would be available on Metro | Line 
(Silver) to Manchester Station (connection with Line 115 on 
Manchester Bl) or Harbor Freeway Station (connection with 
Line 120 on Imperial Hwy or C Line (Green) service). 
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950 between El Monte and Harbor Gateway Transit Center. This Redondo Beach 710 Peay sg 
change would improve } Line (Silver) 910 reliability and allow for the eee | : i a 
transition to operating new Zero Emission Buses on the J Line (Silver). a" DEL AMO BLVD v, 
° New Line 450 would replace Line 950 and operate between aad sto OM) - 
Harbor Freeway Station and San Pedro via the I-110 Freeway. Torrance = 5 
° The J Line (Silver) 910 will continue operating as usual between ui iz 
El Monte, Downtown LA and Harbor Gateway Transit Center. 2 SEPULVEDA BLVD as 
During weekday peak periods Line 450 would extend to serve the Palos Verdes Estates ans! Se 
Harbor Transitway to downtown LA (7th/Flower & Figueroa). ies Ye 
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Line 460 will continue to link downtown LA with Norwalk C Line 
(Green) Station and Disneyland via the existing Line 460 alignment: 
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South Pasadena 


New Line 487 frequent service would link the L Line (Gold) Sierra 
Madre Villa Station and LA Union Station via San Gabriel Bl, Las 
Tunas Dr, Mission Dr, Del Mar Av, I-10 Express-Lanes: 
* Line 487 would extend beyond Union Station through downtown PURPLE LINE 
LA to 7th/Flower & Figueroa during peak periods weekdays 
. New Line 287 would be introduced, serving existing Line 487 Monterey Park 
segment between El Monte Station and L Line (Gold) Arcadia Downtown The Shops at 
Station via Santa Anita Av seven days a week as well as an Montebello 287 
extension south from El Monte Bus Station to The Shops at 
Montebello in place of existing Line 176 every 60 min. weekdays 
° Existing Line 487 north and west of L Line (Gold) Arcadia Station 
to L Line (Gold) Sierra Madre Villa Station via Santa Anita Av, Sierra 
Madre Av, San Gabriel Av would be discontinued due to underutilized 
service, with alternative Metro Line 268 service available on Baldwin 
Av, Sierra Madre BI and Michillinda Av. New Metro MicroTransit servé 
would also be available in the Altadena, Pasadena, Sierra Madre AN 
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Proposed Line 489 would link Arcadia and downtown LA during 
peak hours on weekdays via Rosemead BI, Valley BI, Del Mar Av, I-10 
Express Lanes: 
. Frequent Metro B Line (Red)/D Line (Purple) services would 
link Downtown LA and Westlake/MacArthur Park in place of 
Line 489 west of 7th/Flower & Figueroa 
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Line 501 would continue to link North Hollywood, Burbank, Glendale, 


and Pasadena, with the following changes: 
« Anew route for Line 501 would operate in Downtown 


Glendale via Brand Bl and Broadway with a new Line 501 stop 


to serve the Americana at Brand and Glendale Galleria 


° On weekends a new route and stop for Line 501 would serve 


the LA Zoo and Griffith Park 
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? How often will my bus run? 


Frequency* 
Peak Midday Evening Owl 


Cy qacTi Weekday 15 min 15 min 20 min -- 
. Saturday 15min 15 min 20 min -- 
SRM sunday. 15min 15 min 20 min as 


> ET: Weekday 10 min 10 min 15 min 20 min 
Li 601 Saturday 12min 10 min 18 min 20 min 
ine Sunday = 12: min 10 min 18 min 20 min 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 601 601 
DE SOTO AV 


oHow is my bus changing? 


Simpler Network 


Los Angeles 


There would be no change to the alignment of Line 601 but service 
frequency would be adjusted and overnight OWL service discontinued 
due to underutilized service 
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Updated Draft Proposals: July 2020 UCLA = Pacific Palisades 
via Sunset Blvd 


? How often will my bus run? 


Frequency* 
Peak Midday Evening Owl 


Wy qict- Weekday 30 min 30 min 30 min -- 

. Saturday 45min 45 min 45 min -- 

UR cunday 45 min 45 min 45 min - 
Bel-Air 

>i Weekday 29 min 43 min 46 min -- 

Line 602 Saturday 45min 45 min 45 min -- 


Sunday 55 min 60 min 46 min a ae Kos 
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oHow is my bus changing? 


More Frequency 


More frequent service would be provided midday weekday, evenings 
and weekends. 
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? How often will my bus run? 


Frequency* 
Peak Midday Evening 


Wty qacT- Weekday 12 min 12 min 15-30 min 
. Saturday 20min 20 min 20-30 min 
SURE Sunday 20 min 20 min 20-30 min 


>: M Weekday 15 min 20 min 38 min 
. Saturday 20min 18 min 34 min 
TER sunday 25min 18min 36min 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


oHow is my bus changing? 


More Frequency 
New Links 


Line 603 would continue on the current route between Glendale 
Galleria and Downtown LA, with more frequent service during the 
midday hours on weekdays: 
° Line 603 would be rerouted via Glendale Station, providing 
direct connections with Metrolink and Amtrak. 
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Updated Draft Proposals: July 2020 LA C+ U S C MED CTR 
Shuttle 


? How often will my bus run? 


@ 
Frequency* Pee oe 
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e e ~ 
oHow is my bus changing? q g 
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More Frequency 
Simpler Network 
Improved Connections 


Los Angeles 


Line 605 would operate between LA County USC Medical Center and 


Olympic Bl/Grande Vista Av and be extended west on 8th St to end at __— = 
Olympic Bl/Soto St, improving connections with Lines 66, 251, and 665. 2 
: Line 605 would provide more frequency during midday hours oe et z 
on weekdays and weekends. 2 
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Existing Line 607 
u BYYVY Windsor Hills — 


: Inglewood 
? How often will my bus run? 2 
Frequency* 
Peak Midday Evening Owl 


WT ici Weekday -- < a - 
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*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 
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oHow is my bus changing? 


Simpler Network 
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FAIRVIEW BLVD 607 


Line 607 would be discontinued due to underutilized service. 
. Nearest alternative bus service would be on La Tijera Bl 


(Line 102) on Slauson Av (Line 108), Hyde Park BI (Line 110), he = 
Manchester Av (Line 115), Crenshaw BI (Line 210), and La 3 = 
Brea Av (Line 212). a = 
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? How often will my bus run? 


Frequency* 
Peak Midday Evening Owl 


ty qacti Weekday 15 min 15 min 30 min -- 
. Saturday 15min 15 min 30 min -- 
SUEUR Sunday 15min 15 min 30 min = 


>it Weekday 21 min 20 min 42 min -- 
. Saturday 24min 20 min 42 min -- 
PARE Sunday 23 min 19 min 41 min - 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


oHow is my bus changing? 


More Frequency 
Simpler Network 
More Reliable Service 


New High Frequency Line 210: Merge Lines 210 & 710. New Line 210 
would operate via Crenshaw Bl between Crenshaw/Wilshire and Crenshaw/ 
Redondo Beach and via Redondo Beach BI to South Bay Galleria: 


: More frequency would be provided for all bus stops on 
Crenshaw BI and Line 210 would provide new Owl service 
. Underutilized bus stops on Crenshaw BI would be 


consolidated to balance speed, reliability, and accessibility 

* Torrance Transit Line 2 would replace the existing Line 210 segment 
on Crenshaw BI and Artesia BI south of El Camino College 

. New Metro Line 610 would replace existing Line 210 north 
of Wilshire BI via Rossmore Av and Vine St to B Line (Red) 
Hollywood/Vine Station with 15 minute daytime and 30 minute 
evening service weekdays and weekends 
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Updated Draft Proposals: September 2020 TION 
oH ) ( in 


O 
? How often will my bus run? 
Frequency* 
Peak Midday Evening Owl 
Wty qacTi Weekday 45 min 45 min 45-60 min -- 

. Saturday 45min 45 min 45-60 min -- 
UE cunday 45 min 45 min 45-60 min -- 
>E'M Weekday 38 min 44 min 41 min -- 

. Saturday 42min 45 min 40 min -- 
ISMN Sunday 42min 45min. = 40min —s—-- 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


oHow is my bus changing? 


Simpler Network 


Line 611 Huntington Park Shuttle would be replaced by and extension 

of Line 102 serving much of the existing Line 611 alignment via 

Vernon Av, Pacific Av, Leonis Bl, District BI, Atlantic BI, Slauson Av, 

Alamo Av, Wilcox Av, Santa Ana St, Seville Av and Florence Av to the 

Florence A Line (Blue) Station. 

« — Alternative service on other segments of existing Line 611 

would be available on Florence Av (Line 111), Compton Av 
(Line 55), Vernon Av (Line 105), Atlantic BI (Line 260), and 
Pacific Bl (Line 60) 
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Existing Line 612 


dated Is: b 
Updated Draft Proposals: September 2020 moh ] BH} South Gate Sh uttle 


? How often will my bus run? 


Frequency* 
Peak Midday Evening Owl 


WT ici Weekday -- < ain = 
- Saturday -- -- -- = 
Line Sunday a oe = -- 


>i Weekday 62min 62 min 60 min -- 
. Saturday 62min 61 min 60 min -- 
MPA Sunday 62min 61min 60min -- 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


oHow is my bus changing? 


Simpler Network 


‘ENTURY BLVD 


Line 612 South Gate Shuttle would be discontinued due to 
underutilized service and service duplication of other bus lines. This 
line is currently operating on Wilmington Av, Compton Av, g2nd St, 
Santa Fe Av, Florence Av, Otis St, Abbott Rd, Atlantic Av, Martin Luther 
King Jr. Bl, and Imperial Hwy: 

° Alternative bus services would be available on 103rd St (Line 


CENTRAL AV 


117), Compton Av (Line 55), Long Beach BI and Pacific BI (Line 20 IMPERI 


60), Florence Av (Line 111), Atlantic Av (Line 260), Martin 
Luther King Jr. BI (see Line 261 information sheet), Imperial Hwy 
(Line 120) and Santa Ana St (Line 102) 

. New Metro MicroTransit service would also be available in the 
Watts area and part of South Gate 
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Frequency* 

Peak Midday Evening 
aici Weekday 45 min 45 min 45 min 
Line 617 Eon ao SE 
>Ei'M Weekday 30 min 60 min 60 min 
Line 17 [hae 7 = 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


oHow is my bus changing? 


More Frequency 
Simpler Network 


New Line 16: Merge Lines 16, 17, and 316. New Line 16 will operate 
between Downtown LA and 3rd St/San Vicente via 3rd St, then north 
on San Vicente to Santa Monica BI to connect with Line 4 with more 
frequency during midday and evening hours on weekdays. 
: Lines 4 (Santa Monica Bl) or Line 28 (Olympic Bl) would be 
available service at Century City 
° New Line 617 would operate between E Line (Expo) Culver 
City Station to Ce dars-Sinai Medical Center/Beverly Center 
via Robertson BI then travel west via Burton Wy and south 
on Beverly Dr to Pico Bl, replacing lines 14 and 16 on these 
streets. 


: New Line 617 will have more frequency during midday and evening 
hours on weekdays, as well as new Saturday and Sunday service 
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? How often will my bus run? 


Frequency* 
Peak Midday Evening Owl 


Cy qacti Weekday 60 min 60 min 60 min -- 
. Saturday 60min 60 min 60 min -- 
BUTEA Sunday 60 min 60 min 60 min - 


>it Weekday 41 min 31 min 61 min -- 
. Saturday 61min 61 min 61 min -- 
TSMPAUR Sunday 61min 61min. Ss 61min —s-- 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


oHow is my bus changing? 


Simpler Network 
More Reliable Service 


New Line 120 would provide service from Aviation/LAX C Line 
(Green) Station to C Line (Green) Norwalk Station via Imperial Hwy. 
Shortening Line 120 would allow it to operate more reliably. 

. New Line 621 would replace Line 120 east from Norwalk C 
Line (Green) Station to Whittwood Mall, operating 60 minute 
service weekdays and weekends. 

° In Downey, new Line 120 would remain on Imperial Hwy and 
not deviate into the Leeds St parking lot at the Rancho Los 
Amigos National Rehabilitation Center, this will provide faster 
more direct service. 

+ Alternative bus service to the Leeds St parking lot remains 
available via Line 117 and Access Services. 
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BI and Beach Cities Transit Line 109 on Imperial Hwy. z Ae: 
. New Metro MicroTransit service would also be available in the = ] 
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NEXTGEN New Line 645 
Updated Draft Proposals: July 2020 Val ley Ci rcle 


Frequency* 
Peak Midday Evening Owl 


ty qict-i Weekday 60 min 60 min 60 min -- 


Line 645 [pnehendenl is $e : 


Sunday -- 
>it Weekday 51 min 61 min 61 min -- 
. Saturday -- -- -- -- 
Line 169 Sunday ne a —— —_ 2 
a) 
Re 
Soy 
[=) 
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yaaa ose a S = North Hits %, 
a 42 Or Northridge << o > Arleta “7 
H h H > zeae Za ui S 2 prnorama ci i 
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q un Va 
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More Frequency West Hils = = be? tt oe 
Simpler Network < ‘ea BNANOWE ee SS < Si 
New Weekend Service z VICTORY BLVD & yi >) Burhank 
E fj ra) North Hollywood Q 
Sepulveda Basin ) = = 
: 4 i=] <z <7 
New Line 169 would operate on Saticoy St and Canoga Av between eC! = amy 
Lankershim BI and Canoga G Line (Orange) Station: “LH, > Woodland Hills a Bae 
« The east end of new Line 169 would end at Saticoy St/ ‘ OR z 
Lankershim Bl due to underutilized service east of ° - 
alike = MULHOLLAND pr 


Lankershim Bl 

« — Anew line 645 bi-directional loop would link Canoga Station 
with Topanga Canyon BI, Mulholland Dr, Valley Circle and West 
Hills Medical Center 

« — Additional trips serving El Camino High School would be 
maintained 

: New Line 169 will include more weekday frequency and new 
weekend service. 
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NEXTGEN Existing Line 656 
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Cahuenga Blvd 
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? How often will my bus run? 


New Line 660 


Pasadena — Altadena via 
Fair Oaks Ave 


La Canada Flintridge 
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so 
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NEXTGEN New Line 662 
Updated Draft Proposals: July 2020 Pasadena a Altadena via 
Lake Ave. 


? How often will my bus run? 


Frequency* 
Peak Midday Evening Owl 


Cy QacTi Weekday 30 min 30 min 60 min -- 
. Saturday 30min 30 min 60 min -- 
SET sunday 30 min 30 min 60 min - 


Altadena 


> M Weekday 40 min 40 min 60 min -- 
. Saturday 45min 60 min 60 min -- 
CYA Sunday 45min 60min 60min -- 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


662 


oHow is my bus changing? 


Simpler Network 


LINCOLN AV 


WASHINGTON BLVD 


Line 687 would be discontinued due to underutilized service and 
duplication of bus service or proximity to other bus routes. This line 
currently operates between Altadena and L Line (Gold) Del Mar and 
Fillmore Stations in Pasadena via Los Robles Av, Colorado Bl, and Fair 
Oaks Av/Raymond Av. Alternative bus service would be available as 


FAIR OAKS AV 
LOS ROBLES AV 


MARENGO AV 
ALLEN AV 


Racenss2seccwonssssssoss ss sesesessseseresssencesssssccesess, 


Pasadena 


follows: a 
. Frequent New Line 660 will be available on Fair Oaks Av Glendale = 
. Frequent New Line 662 will be available on Washington Bl, Los S 
Se) 
Robles Av, and Lake Av & T COLORADO BLVD 
* Pasadena Transit will be available in the area oe 


3 
AN : 
a 
ries 
== NextGen Line i 
a A 3 ay | 
ache Existing Line co ot GLENARM ST 


San Marino 
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Updated Draft Proposals: September 2020 ( i \ 
rH ) ( Jin 


? How often will my bus run? 


Frequency* 

Peak Midday Evening Owl 
Cy qict-i Weekday 30 min 30 min 30 min -- 
Line 162 PRO eles oa Ea 
> M Weekday 39 min 47 min 40 min -- 
Line 665 Evade te a 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


oHow is my bus changing? 


More Frequency 
Simpler Network 
Improved Connections 


Line 665 between Indiana/Olympic and Cal State University LA would 
become part of Line 182 with more frequent weekday service. 
° Frequent Line 66 service would be available on Olympic Bl 
between Indiana St and Soto St in place of Line 665 
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NEXTGEN 


Updated Draft Proposals: July 2020 


? How often will my bus run? 


New Line 684 


Lincoln/Cypress Station 
— Eagle Rock 


Frequency* South San Gabriel Pico Rivera 
Peak Midday Evening Owl Montebello a 
C= 4tCT-il Weekday 30 min 30 min 30 min -- —— uv 
. Saturday 30min 30 min 60 min -- 4p 
SUT cunday 30 min 30 min 60 min a a ane 
South Pasadena (72) = > 4y 
ee a 
E's Weekday 18 min 27 min 36 min 60 min = 3 a a 
Li 28 Saturday 15 min 14 min 33 min 60 min 2 o i719) 
ine Sunday. 20 min 18 min 31 min 60 min Fl Sereno & wy 
PS ATLANTIC ay 
Highland Park 45 
* - $- fs j . = i . = . = 
Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am Boyle Heights STATE sy 
Lincoln Heights Vernon SOTO ST Aa 
e e 
oHow is my bus changing? = ET € 
Downtown 
More Frequen cy Central-Alameda 
Simpler Network & & Echo Park ; hy CENTRAL AV 
Fl 
New High Frequency Line 28: Merge Line 28 & Line 728. New Line ae Westlake y} sy Lest 
28 would operate between Century City, Downtown LA and Eagle f eee 
Rock via Olympic BI between Century City and Downtown LA. New heer SURE, i yaar Veer as Vermont Vista 
Line 684 will link L Line (Gold) Lincoln/Cypress Station and Eagle NORMANDIE AV HH 
Rock: Los Angeles Koreatown H Harvard Heiaht 
. WILTON PL HH gts WESTERN AV = > 
: More frequency during weekdays and weekends at all bus } a ¢ 
stops between Century City and Downtown LA with the 224 Arlington Heights CRENSHAWBLVD X 
highest frequency of service weekday peak and midday shown Hollywood a i - & 
above available at all bus stops between Olympic BI/Fairfax Av zl oO fi = 
and downtown LA fife i Mid-Wilshire Sel i 
° Underutilized stops between Century City and Downtown LA on =: 
Olympic BI would be consolidated to balance speed, reliability, 70 oH Caray LA CIENEGA BLVD 
and accessibility, H 
° New Line 684 would link L Line (Gold) Lincoln/Cypress Station and ure nN _| 
Eagle Rock via existing Line 28. Beverly Hills = Beverlywood ~ (7) 
. Line 45 would serve the section of Line 28 on Broadway between elf Century City fsa} 
Downtown LA and Av 26 A N Palms é& El Segundo 
RP. 
0%," ay 
er oS. (9) 
e==p NextGen Line % & 
Westwood  “y -*4y Mar Vista 
wenneens Existing Line % 
\ “eo 
SF 
Metro a%, 
Ki) 


NEXTGEN 


Updated Draft Proposals: July 2020 


Frequency* 


Peak Midday Evening 
WT ici Weekday -- si os 
= Saturday -- -- = 
Line Sunday =e = = 
>: Be Weekday 30 min 30 min 30 min 
F Saturday -- -- a 
Line 685 Sunday ne | -—— 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


oHow is my bus changing? 


Simpler Network 


Line 685 would be discontinued due to underutilized service. This 
line currently operates between Glassell Park and Glendale City 
College via Eagle Rock BI and Verdugo Rd: 
. Line 28 will continue to serve Eagle Rock BI 
. Line 290 will link L Line (Gold) Lincoln/Cypress Station to 
Glendale City College 


° New Metro MicroTransit service would also be available in the 


Verdugo Rd area of Glendale 


Metro 


Existing Line 685 
Glendale College - 
Glassell Park 


Lake View Terrace 


Sunland 


Tujunga 


Shadow Hills 


2 La Canada Flintridge 
SHERMANWY “%W Q 
> eA 
= a 
VICTORY BLVD S Burbank a 
= <z 
Valley Glen Ww i 
North Hollywood, a 
> 
CHANDLER BLVD i ~ 
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3) 
a i 
Oo Tt 
Simin 
Studio City \ 5 
a Fagle Rock 
~~] 
a R 
Atwater Village as BL Vb 
Highland Park 
Los Feliz 
West Hollywood Hollywood Silver Lake 
Beverly Hills > 
“d *< 
Chinatown x 
oO 
A N @ Downtown Boyle Heights 
e@===p NextGen Line 
sonmmmen Existing Line 
Mig 


NEXTGEN Existing Line 686 
Updated Draft Proposals: July 2020 Allen : C ol ora d O- 


? How often will my bus run? DeuMarstaiion 


Frequency* 
Peak Midday Evening Owl 


Ciel Weekday 30 min 30 min 30 min ie 
Line 686 paekoeaeee ae 60 min 60 min = 


Sunday 60 min 60 min 60 min -- Altadena 


>Ei'M Weekday 36 min 40 min 60 min -- 
. Saturday 60min 60 min 60 min -- 
CL Sunday 60min 60min 60min -- 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


662 


oHow is my bus changing? 


More Frequency 
Simpler Network 


LINCOLN AV 


WASHINGTON BLVD 


Line 686 would operate between Altadena (New York Dr/Allen Av) 
and L Line (Gold) Del Mar Station in Pasadena and would no longer 
continue to Fillmore Station, avoiding overlap with new Line 260 and 
providing improved frequency weekdays. 


FAIR OAKS AV 
MARENGO AV 
LAKE AV 
ALLEN AV 


Pasadena 
Glendale 


COLORADOBLVD 


AN 


e@===p NextGen Line 


686/687 _ 


sunnenee Existing Line 


GLENARM ST 


M et ro eats San Marino 


NEXTGEN Existing Line 687 
Updated Draft Proposals: July 2020 Los Roble : Colorado 5 


? How often will my bus run? Del Manstaugn 


Frequency* 
Peak Midday Evening Owl 


Wy qacT- Weekday 30 min 30 min 30 min -- 
. Saturday 30min 30 min 30 min -- 
SURLY Sunday. 30 min 30 min 30 min ae 


Altadena 


> E's Weekday 40 min 40 min 60 min -- 
. Saturday 45min 60 min 60 min -- 
YM Sunday 45min 60min 60min -- 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


662 


oHow is my bus changing? 


Simpler Network 


LINCOLN AV 


WASHINGTON BLVD 


Line 687 would be discontinued due to underutilized service and 
duplication of bus service or proximity to other bus routes. This line 
currently operates between Altadena and L Line (Gold) Del Mar and 
Fillmore Stations in Pasadena via Los Robles Av, Colorado Bl, and Fair 
Oaks Av/Raymond Av. Alternative bus service would be available as 


FAIR OAKS AV 
LOS ROBLES AV 


MARENGO AV 
ALLEN AV 


Racenss2seccwonssssssoss ss sesesessseseresssencesssssccesess, 


Pasadena 


follows: a 
. Frequent New Line 660 will be available on Fair Oaks Av Glendale = 
. Frequent New Line 662 will be available on Washington BI, Los S 
Se) 
Robles Av, and Lake Av & T COLORADO BLVD 
* Pasadena Transit will be available in the area oe 
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e@===p NextGen Line 
suenenee Existing Line 


686/687 


GLENARM ST 


M et ro i San Marino 
& 


NEXTGEN New Line 690 
Updated Draft Proposals: September 2020 La k evi ew Terrace — 


; Sylmar via Foothill Blvd. 
? How often will my bus run? J 
Frequency* 
Peak Midday Evening Owl 
Wy 4acT Weekday 30 min 30 min 30 min -- 


. Saturday 30min 30 min 30 min -- 
URSA sunday 30 min 30 min 30 min “e 


>it Weekday 18 min 25 min 45 min -- D 
. Saturday 35 min 30 min 60 min -- S 
SSE Sunday 46min 34min 60min -- ae 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


oHow is my bus changing? 


Simpler Network 
More Reliable Service 
Sun Valley 


SATICOY STII * 
‘ , = “S85 
Merge Lines 90 & 91 on Foothill BI: 9 Ee ia 
ere EA i 
° New Line 90 (replacing existing Lines 90 and 91) would VICTORY BLVD BSS purbank BY 
commence from Temple St & Baudry Av in downtown LA and North Hollywood 2 z Glendale ins 
follow the existing Line 90 to Sunland I “a = FE & 
° On the north end, new Line 90 would be routed on Vineland ; aA | me 
Av from Sunland to North Hollywood Station, for better MOORPARK ST 
connections to bus and rail service (replaces Lines 222). Toluca Lake Eas erties & 
. Line 90 north of Sunland BI would be discontinued with Griffith Park 
new Line 690 operating on a segment of Foothill Bl between 
Sunland and Sylmar FS 
Los Feliz 
Hid 
wu Silver Lake 
Echo Park Zz 
AN 3 
<<) > 
: Westlak 
e=m=p NextGen Line NY Sy 
ST ysCUA County 


secs Existing Line 


Metro Si 


University Park 


ST Medical Center 


Chinatown 


Historic South-Central 


NEXTGEN 


Updated Draft Proposals: July 2020 


? How often will my bus run? 


Line 4 


Existing 


Frequency* 
Peak Midday Evening Owl 
Ce 4tCT-ill Weekday 6 min 7.5 min 10 min 30 min 
Saturday 7.5 min 10 min 10 min 30 min 
Sunday 7.5 min 10 min 10 min 30 min 
Weekday 15min 15 min 15 min -- 
. Saturday 24min 23 min 25 min -- 
WATE Sunday 28min 23min 28min -- 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


oHow is my bus changing? 


More Frequency 
Simpler Network 


New Line 4: Merge Lines 4 and 704 on Santa Monica BI: 


New Line 4 would follow the existing Line 4 & 704 routes 
between Downtown Santa Monica and Downtown LA via 

Santa Monica Bl and Sunset Bl 

Bus stops between Westwood and Downtown LA would 

be adjusted through consolidation of underutilized stops 

to balance speed, reliability, and accessibility, with only bus 
stops for existing Line 704 retained between Westwood and 
Downtown Santa Monica. 

Except during overnight OWL periods when all bus stops would 
be served in Santa Monica. 

The highest frequency of service shown above would be available at 
all bus stops between Westwood and downtown LA. 


<N 


emp NextGen Line 
suenenee Existing Line 


Metro 


Existing Line 704 
Santa Monica Blvd Rapid 


Boyle Heights } 
Chinatown Stes, a 
Se 
tig 
Ji~ 


Historic South-Central 
Westlake 

HOOVER ST University Park 
VERMONT AV 


NORMANDIE AV 
Koreatown 
WESTERN AV 


MELROSE AV 
3RD ST 
WILSHIRE BLVD 


FAIRFAX AV 


HOLLYWOOD BLVD 


West Hollywood 
Pico-Robertson 


DOHENY DR 


Beverly Crest 


Pacific Palisades 


NEXTGEN Existing Line 705 
Updated Draft Proposals: July 2020 Vernon Av e- 


La Cienega Blvd Rapid 


? How often will my bus run? 


Vernon 
* 
Frequency SANTA FE AV |i 
Peak Midday Evening Owl = il 
Chinatown eee 
NextGen Weekday 10min 10 min 15-30 min 60min LONG BEACH AV ali 
Line 105 Saturday 15min 15 min 30 min 60 min rid IC “Hh 
Sunday 15 min 15 min 30 min 60 min Hs 
s 
“aa ! 
CE: Weekday 18min 29min 40min — -- ee ORI Wee, H 
P Saturda -- -- -- -- Hs 
Line 705 -rhaauum ~ ~ ~ ee 
Silver Lake *OKo, H South Park 
fy ‘Ap H 
7 Westlake CY, kip = 
*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 4.5 =~ T 
University Park z i 
é e 5 Pico-Union wi i! 
oHow is my bus changing: - r+ —-|—-} - t 
ma Fast Hollywood = = | em a NORMANDIE AV Ht 
More Frequency a > ie Sh — agg Vermont Squ 
: ° = 
Simpler Network 2} = enim. Oe 9 Ht 
New Owl Service = it Zs A. 5 WE SRERNAN GS 
= a ° Lio) re 
= ii 
= —= ARLINGTON wl 
New High Frequency Line 105: Merge Lines 105 & 705 on Vernon a 
Av, Martin Luther King, Jr. Bl, and La Cienega BI between Vernon and Lab! 8TH AV 
West Hollywood: = a! | 
. A . 2 ‘oily woul 
« All New Line 105 trips would continue to serve Santa Rosalia | CRENSHAW BLVD #13323 
Dr between Hillcrest Dr and Marlton Av & & 
+ Discontinue Line 705 segment on Martin Luther King Jr. Bl are - 
between Hillcrest Dr and Marlton Av REA 4 
. High frequency service would be provided for all new Line 105 stops “ 
oye i Fairfax 4, =H aoe 
° Underutilized bus stops would be consolidated to balance 4UsEp ai Baldwin Hills/Crenshaw 
speed, reliability and accessibility. “Vp <i 
zi 
Beverly Grove Si 
H a a 
A N H m3 =i =i Pico-Robertson S 
its YY WG 2 
e===p NextGen Line oF = $ 
= : 
3 t~—~——— EE Existing Line %, - a é& Culver City 
Vv 
Metro e, 
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NEXTGEN 


Updated Draft Proposals: July 2020 


? How often will my bus run? 


Frequency* 
Peak Midday Evening Owl 


LI 4cctli Weekday 10 min 10min 15 min 60 min 
Line 210 Saturday 10min 10 min 15 min 60 min 


Sunday 10 min 10 min 15 min 60 min 
>it Weekday 17 min 19 min 32 min -- 
- Saturday 22min 20 min -- -- 
Line 71 0 Sunday or tan — = 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


oHow is my bus changing? 


More Frequency 
Simpler Network 
More Reliable Service 
New Owl Service 


New High Frequency Line 210: Merge Lines 210 & 710. New Line 210 
would operate via Crenshaw BI between Crenshaw/Wilshire and Crenshaw/ 
Redondo Beach and via Redondo Beach BI to South Bay Galleria: 


: More frequency would be provided for all bus stops on 
Crenshaw BI and Line 210 would provide new Owl service 
. Underutilized bus stops on Crenshaw BI would be 


consolidated to balance speed, reliability, and accessibility 

* Torrance Transit Line 2 would replace the existing Line 210 segment 
on Crenshaw BI and Artesia BI south of El Camino College 

. New Metro Line 610 would replace existing Line 210 north 
of Wilshire BI via Rossmore Av and Vine St to B Line (Red) 
Hollywood/Vine Station with 15 minute daytime and 30 minute 
evening service weekdays and weekends 
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WESTERN AV 


190TH ST 
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PRAIRIE AV 
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Downtown 


NEXTGEN = Existing Line 720 
Updated Draft Proposals: July 2020 Wilshire Blvd Rapid 


Frequency* 
Peak Midday Evening Owl 6 
Were, 
C= 4tCT-il Weekday 10 min -- -- -- ay 
. Saturday -- -- -- -- EASTERN ay 
Line 720 Fens hvaaae “ a - / 
7s AT 
ae / LAN 
Seite Weekday 8min 11 min 16 min = fey 
. Saturday 11min 11 min 16 min -- 
SW PAUR Sunday 14min. 12min. ss 17min —s-- & 
SOTO ST 
*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am a ALAMEDA ST 
e e 
oHow is my bus changing? @ 
EG 
More Frequency Oty 7a 
Simpler Network VERMONT AV. 
cone 
WESTERN AV 23 
New High Frequency Line 20: Merge Line 20 and Line 720 between 
Downtown Santa Monica and Downtown LA via Wilshire BI., ROSSMOREAV al 
following the existing Line 20/720 route: = 
« The highest frequency of service shown above would be LABREAAV wi 
available at all bus stops between Westwood and downtown LA zi 
. Underutilized Line 20 bus stops between Westwood and FAIRFAX AV | 
Downtown LA would be consolidated to balance speed, SH 
reliability, and accessibility, with Line 20 moving from 7th to 5th 70 off 
and 6th Sts in Downtown LA. i 
. New Line 20 would serve existing Line 720 stops west of 
Sepulveda Bl to Santa Monica ever OR i 205) 
+ Except during overnight OWL periods when all bus stops would be e 
served in Santa Monica. yo S 
. New Line 720 would operate peak periods weekdays serving only ~ ash S 2 
existing Line 720 stops between Downtown LA and Westwood pene®™ 
< N RW 
oy 
e==p NextGen Line OY 
M t aresanes Existing Line 
x 


NEXTGEN 


? How often will my bus run? 


Updated Draft Proposals: July 2020 


Existing Line 728 
Olympic Blvd Rapid 


Frequency* South San Gabriel Pico Rivera 
Peak Midday Evening Owl Montebello A 
C= 4tCT-Vil Weekday 7.5 min 10 min 15 min -- acral uv 
Line 28 (akec el 15 min 15 min -- si Cap, 
Sunday 15 min 15 min 15 min -- fio) “Ep 
South Pasadena @é Ey SRS 
a <x 
ne a 
>: M Weekday 16 min 19 min 30 min -- = g 
- Saturda -- -- -- a S x ~ 
Line 728 una Ee =a ac — Fl Sereno 3 uy ‘aD 
e ATLANTIC ay 
Highland Park 45 
*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am Boyle Heights STATE sy 
Lincoln Heights Vernon SOTO ST Aa 
e e 
oHow is my bus changing? Gs € 
Downt 
More Frequency LH Central-Alameda 
Simpler Network & Echo Park 4, CENTRAL AV 
& <j Al/ Florence 
s ke 
oY Westlake if 7 BROADWAY 
New High Frequency Line 28: Merge Line 28 & Line 728. New Line 28 ine oe: f ih Oe 
would operate between Century City, Downtown LA and Eagle Rock via Los Feliz ii va, VERMONT AV Vermont Vista 
Olympic Bl between Century City and Downtown LA. New Line 684 will NORMANDIEAV | 53 
‘ : i . ‘ Los Angeles Koreatown $3 ; 
link L Line (Gold) Lincoln/Cypress Station and Eagle Rock: WILTON PL fag (2"vard Heights WESTERN AV Qo > 
. More frequency during weekdays and weekends at all bus jj a = 
stops between Century City and Downtown LA with the ji Arlington Heights CRENSHAWBLVD & = 
highest frequency of service weekday peak and middayt shown a Q i “i = ui 
above available at all bus stops between Olympic BI/Fairfax Av a i s0/ el 
and downtown LA Faifoy Be ag Mid Wishie > = 
° Underutilized stops between Century City and Downtown LA on Olympic &h ES HH 
Bl would be consolidated to balance speed, reliability, and accessibility OFM carthay i 
° New Line 684 would link L Line (Gold) Lincoln/Cypress Station and West Hollywood oil 
Eagle Rock via existing Line 28. mn e 
: Line 45 would serve the section of Line 28 on Broadway between Beverly Hills | NE Beverjwood a 
Downtown LA and Av 26 a tt century City @ 
ae, Palins & El Segundo 
<N Me 
aearne % 
: PONG 
emp NextGen L 4 
ii : sus tin Westwood Mt %, Mar Vista 
senemenn Existing Line Oy 
Metro a% 
2 


% 
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NEXTGEN 


Updated Draft Proposals: July 2020 


? How often will my bus run? 


Frequency* 
Peak Midday Evening Owl 
Ce 4tCT-ill Weekday 7.5 min 10 min 10 min 60 min 
. Saturday 10min 10 min 10 min 60 min 
USE cunday 10 min 10 min 10 min 60 min 
>it Weekday 19 min 20 min 31 min a 
. Saturday 23 min 21 min 31 min -- 
TWEE sunday 23min 21min 28min -- 
*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 
e e 
oHow is my bus changing? 
More Frequency 
Simpler Network 
New Owl Service 
New Line 33: Merge Lines 33 & 733 on Venice Bl, following existing 
Line 33/733 alignment between Downtown Santa Monica and 
Downtown LA via Venice BI: 
° New Line 33 route would be modified to serve Pico Station in 
Downtown LA 
. Increased service frequency for all new Line 33 bus stops 
between Santa Monica and Downtown LA 
° Underutilized stops between Santa Monica and Downtown LA 
would be consolidated to balance speed, reliability, and accessibility 
. Line 733 stops will be served in Santa Monica except during overnight 


OWL periods when all bus stops would be served. 
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Existing Line 734 
Sepulveda Blvd Rapid 


? How often will my bus run? 


Frequency* 
Peak Midday Evening Owl 


Wy qacT Weekday 15 min 15 min 30-60 min 60 min 
Line 761 


Saturday 30min 30 min 30 min 60 min Granada Hils 


Sunday 30 min 30 min 30 min 60 min & MINT DE: 
wah 


Existing —— 20 min 20 min 25 min -- CHATSWORTH ST OC oe 
. aturday -- -- -- -- 
Line 734 cuniay ~ ~ - ue DEVONSHIRE ST al Ry 
mois 
PLUMMER ST sl 
ae 
*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am sal? Mra) oa 
PARTHENIAST 23] pal 
igs ‘ oO 
H ° 5 ROSCOE BLVD | Panorama City 
oHow is my bus changing: 7 Te 
Nig ~ 
ti 
More Frequency EME Off SHERMAN WY 
: Van Nuys i | a 
Simpler Network Sioa Burbank 
New Owl Service | 5§ Victory BLVD 
ws 
; H — 
Sepulveda Basin = K BLVD 
New Line 234: Merge Lines 234 and 734 on Sepulveda BI: + 
. New Line 234 would end at Sherman Oaks Galleria (Ventura/ NTURA H h70 
Sepulveda), following the same alignment as existing Lines BLvp i re 
234 & 734 north to Sylmar and LA Mission College Encino 
- New Line 761 would provide service south of Ventura Bl to TAS 
the Westside on Van Nuys BI and Line 233 would provide EY MULHOLLAND DR 
overnight Owl service 
° New Line 234 provides high frequency service at all bus stops 2 
with the highest frequency of Line 234 service weekday and 3 
weekend peak and midday shown above available at all bus stops 3 
between Ventura BI and Sylmar/San Fernando Station Bel-Air 
: Underutilized existing Line 234 bus stops between Sylmar and Pa 
Sherman Oaks would be consolidated to balance speed, reliability, Bern % 
and accessibility. SUNSET a 
PtSi AS Beverly Hills 
A N di Westwood 
e===p NextGen Line aya ao 
pecneuee Existing Line YY & 
® & 
Metro s 
9 x 
& z Ai] 
gc) Culver City 


/ % 
Santa Monica 4 


NEXTGEN Existing Line 740 
Updated Draft Proposals: July 2020 M L King ax Crenshaw & 
Hawthorne Blvd Rapid 


Frequency* 


. ' SUNSET BLVD 
Peak Midday Evening Owl e ou Main — Aeliwood 
= oe 
Cacti Weekday 10 min 10 min 15 min -- RY gee | 
Line 40 Saturday 15 min 15 min 15 min -- BN fl BEVERLY BLVD 
Sunday 15 min 15 min 15 min = > Ba S 5 eee e 101 
_ < Nf WILSHIRE BLVD %% , 
> CELE Weekday 23 min 30 min 21 min -- yy Neate Mey Gis 
Li 740 Saturday 27min 35 min 35 min -- Mid-Wilshire SBR nd 5: 
ine Sunday os -- -- -- PICO BLVD Sr Bey 


ND, 
It Los Angel rs 
- id -City os Angeles > > > 3 = 

*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am nz 5 University Park RS 

West Adams 749 ww ° Downtown © 

RODEO RD rs TEC a = 

O H ow is Mm y b uS C h an gi n g e Baldwin Hills/Crenshaw i Leimert Park Historic South-Central = 
pea 


> 
=z 
= cy 
Wu Oss = 
oe St ATSii Sia Meal |k 
More Frequency Ladera Heights yo Eg 48TH ST sz 
Simpler Network = z Hy Vermont Square el le 
ow Park Windsor 22 
View Park-Windsor Hills g os Z SLAUSON AV 3 
N ol HH uu 
S = & i Hyde Park 
New High-Frequency Line 40: Merge Lines 40 & 740. This new line 40 er 
would operate between LA Union Station and Downtown Inglewood S Piles 
: ‘ q ancnester square 
Station via Broadway, ML King Jr BI, Crenshaw BI, Florence Av: “ SRESTONE LOH : 
: More frequency for all bus stops on Broadway, ML King Jr Bl, aed © 
Crenshaw BI, and Florence Av ee 
. Underutilized bus stops will be consolidated on Broadway, a CENTURY BLVD rig 
ML King Jr BI, Crenshaw BI, and Florence Av to balance speed, Lennox 
reliability, and accessibility ee IMPERIAL HWY 
° Line 40 Owl service between LAX and Downtown LA would be Sie 
; ; i : : ; 120TH ST 28 a 
discontinued, with alternative Owl service available on Lines 45 HE 
pty 
and1 z 
° New Line 212 would serve La Brea Av, Hawthorne BI south of = 
. . . = 
Downtown Inglewood Station ending at South Bay Galleria ROSECRANS AV #9 = Hawthorne 
= 
MARINE AV 
2ND ST Lawndale 


emp NextGen Line 
sees Existing Line 


M et ro Fea 1028? ST 


NEXTGEN 


Updated Draft Proposals: September 2020 


? How often will my bus run? 


Frequency* 
Peak Midday Evening Owl 


Cy qacT-T Weekday 10 min 10 min 10-30 min 60 min 
. Saturday 10min 10 min 15-30 min 60min 
MUZE sunday 10 min 10 min 15-30 min 60 min 


>: Me Weekday 22 min 20 min 27 min -- 
. Saturday 31min 30 min 30 min -- 
WET Sunday 31min 30min 30min -- 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


oHow is my bus changing? 


Simpler Network 


New High Frequency Line 233 would operate on Van Nuys Bl between 
Foothill Bl in Pacoima and Ventura BI in Sherman Oaks, similar 

to existing Line 233. Line 761 would replace existing Line 744 by 
operating between Sylmar/San Fernando Station and Expo/Sepulveda 
Station via Van Nuys BI and Sepulveda BI: 


. Every second trip daytime will serve Lakeview Terrace with 
other trips ending at Van Nuys BI/Foothill Bl 

° Line 744 would no longer continue along Ventura Bl and 
Reseda BI. This segment would be served by new Line 240 

° Underutilized new Line 233 bus stops between Pacoima and 


Sherman Oaks would be consolidated to balance speed, reliability 
and accessibility 

. Owl service between Van Nuys BI, Sepulveda BI and Westside/E Line 
(Expo) would be provided by Line 233. 


AN 


e@===p NextGen Line 
suenenee Existing Line 


Metro 


744 


RESEDA BLVD 


~, 


*~sYENTURA 


Existing Line 744 
Van Nuys Blvd Rapid 


Mission Hills Hansen Dam 


Northridge North Hills 


233 744 788 


posssicconanceny 
(woussianpesese.’ 


Panorama City 
Sun Valley 


q 
erica kal ea De 


Van Nuys 


Valley Glen Burbank 


H 
i VAN 


Sepulveda Basin 


h7d 


Valley Village 


terme BLVD 4.233 


Ben Patt 
Hy 
Encino 


Sherman Oaks 


Beverly Crest 


West Hollywood 
Brentwood 


Beverly Hills 
Westwood 


oO 


Santa Monica 


Culver City 


NEXTGEN ae ° 
Updated Draft Proposals: July 2020 Existing Line 745 


Broadway Rapid 


? How often will my bus run? 


Frequency* 
Peak Midday Evening Owl earn pose 
. F 7 : Uncoln Heights 3 ,; 
WT atc Weekday 5 min 7.5 min 10-30 min 60min Me on 
ATT WA.e saturday = 7.5 min 7.5 min 15-30 min 60min SCRE & 
Sunday 7.5 min 7.5 min 15-30 min 60min “. 3 we [Si 10) 
‘a0 & 
: = . . . me 
> deities Weekday 12min 14 min 29 min -- 2 
. Saturday 20min 20 min -- -- 
: : Downt 
Line 745 Sunday 31 min 30 min -- -- ee” 
University Park w. 
Los Angeles oO 
*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am we 
e ) 5 Vermont Square : 
oHow is my bus changing: uethst § 
B4THST i 
More Frequency sLAUSON AV 
Simpler Network Vermont-Slauson GAGE AV 
> 
= 
FLORENCE AV = Faiharb 
: ‘ ; < 
New High Frequency Line 45: Merge Lines 45 & 745 on Broadway St: een eee 
. New Line 45 would follow existing route between Harbor MANCHESTER AV 
Freeway Station, Downtown LA, and Lincoln Heights via 
Broadway St is 
* More frequency for all new Line 45 bus stops CENTURY BLVD 1p tq Broadway-Manchester 
. Underutilized bus stops on Broadway St would be Cas Green Meadows 
consolidated to balance speed, reliability, and accessibility Ga IMPERIAL HWY 
. Line 127 will replace the segment of Line 45 south of Harbor Or 
Freeway Station on 117th St, Broadway St, El Segundo BI, and ti ay GSE 
Main St to San Pedro & Rosecrans (see Line 127 information sheet) Sih Milowtrook © 
135TH ST ae laa, STOCKWELL ST 
wi = ROSECRANSAV 
) it 
a 
pm COMPTON BLVD tee 
AN a 
Compton 
e=m==p NextGen Line | 


z 
z 
o 
= 
oO 
cs 
= 
= 
= 


Re Existing Line 
Metro 


NEXTGEN = Existing Line 750 
Updated Draft Proposals: July 2020 Ventura Blvd Rapid 


? How often will my bus run? 
CAHUENGA BLVD 


Frequency* fi 3a) $ 


Peak Midday Evening Owl =) 
TUJUNGA AV SX 
? : Z : o) 
eekda min min -30 min min North Hollywood Si ee 
yall Weekday 10 10 15-30 60 valli 
Line 240 ake 15 min 15-30 min 60min Sun Valley S ey 
Sunday 15 min 15 min 15-30 min 60min Valley Village 
>it Weekday 23 min 28 min 35 min = COLDWATER CANYON AV 6 ce 
. Saturda -- -- -- -- Valley Glen a 
Line 750 Sunday : ae a man aia = - s 
WOODMAN AV 2 a =| 
a =) i) Fo} 
< = ia = 
2 2 cy 3 
*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am —) = > 2 
Van Nuys Sherman Oaks | 
e e Hy 
oHow is my bus changing? ot 
More Frequency WOODLEY AV 
Simpler Network Sepulveda Basin 
BALBOA BLVD : 
Encino 
New Lines 150 and 240: Merge Lines 150, 240 and 750: ce 
¢ New Line 150 would operate frequent service from Ventura/ ie WHITE OAK AV 
Reseda west to Chatsworth Station along Ventura Bl and 
Topanga Canyon BI (replacing Line 245 segment) Ua Hee eens renee RESEDA BLVD. caxen 
: New Line 240 would operate frequent service on the existing rig r 
alignment between Northridge and Universal City/Studio City cu MO = Sa 
* wn (=) 
Station on Ventura BI and Reseda Bl ws - 2 = > 8 
° More frequent service would be provided at all new Line 150 and = 6S a z |? 
240 bus stops iS = 8 z S i 
° Underutilized bus stops would be consolidated on new Line 150 in = 3 Winnetka = 
2p Aas ee fa) a in 7) > 
and 240 to balance speed, reliability, and accessibility. 
DE SOTO AV 
150 
peed TOPANGA CYN BL 
Station —— Woodland Hills 
< N Canoga Park a 
Q 
e@==e NextGen Line jt Ei 
z 
soumanee Existing Line 5 rae 


Metro 


NEXTGEN 


Updated Draft Proposals: July 2020 


Peak 
Wy qact Weekday 10 min 
Line 251 URE 
>E'M Weekday 18 min 
Line 751 [rhea 


oHow is my bus changing? 


More Frequency 
Simpler Network 


Frequency* 


Midday 


10 min 
15 min 
15 min 


20 min 


Evening 


15 min 
20-30 min 
20-30 min 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


New Line 251: Merge Lines 251 & 751; New Line 251 would operate 
between Cypress Park (Av 28 & Idell), Huntington Park (Palm/ 
Seville), and south to C Line (Green) Long Beach BI Station via 
existing Line 251 on Av 26, Daly St, Soto St, Pacific Bl, Florence Av, 


State St and California Av: 


. Underutilized bus stops would be consolidated to balance 


speed, reliability, and accessibility 


: New Line 251 would operate more frequent service weekdays 


Metro 


Owl 
30-60 min 


30-60 min 
30-60 min 


Los Angeles 


AN 


emp NextGen Line 
suenenee Existing Line 


él 


Existing Line 751 
Soto St Rapid 


Highland Park 


Cypress Park 


Echo Park Elysian Park El Sereno 
"| Lincoln Heights 
May ff 
fig) Nsytt ) 
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Li] 
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Downt "sp 
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ay “SHINGTo NB 
inf LVp 
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n 2 Be 
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v = [aes 
lernon qt 2 fi 
= 4 fo = 
7) Oa 719) 
SLAUSON AV Maywood 
Huntington Park == GAGE ay 
/ FLORENCE ay Bell 
oii oad 
Florence: Firestone “i x H Cudahy 
Dard Ky 
Walnut Park Ys} 
wal 
a] 
@éAxL- 
0 IRESTONE BLVD 
>; 
<x; 
TWEEDY BLvp Si 
= H South Gate 
oF 
Watts 5 H 
Si ABBOTT Rp 


pom IMPERIAL HWY 
bios 


Compton Paramount 


A 
tay TIC ay 


NEXTGEN 


Updated Draft Proposals: July 2020 


Frequency* 
Peak Midday Evening 


WT qt Weekday 10 min -- -- 
Line 754 


Saturday -- oe -- 
Sunday -- -- -- 


>Ei'Me Weekday 9 min 15 min 22 min 
. Saturday 15min 13 min 20 min 
WATE Sunday 24min 18min 15min 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


oHow is my bus changing? 


More Frequency 
Simpler Network 


New Lines 204 and 754 would follow the existing route between 
Hollywood and the C Line (Green) Vermont/Athens Station via Vermont 
AV: 


. More frequency would be provided for all New Line 204 bus 
stops on Vermont Av 

° New Line 754 would operate weekday peak service serving 
existing Line 754 stops 

+  Underutilized existing Line 204 bus stops would be 


consolidated to balance speed, reliability, and accessibility 


Metro 


Existing Line 754 
Vermont Ave Rapid 


HOLLYWOOD BLVD 
SUNSET BLVD 


SANTA MONICA BLVD 


-—- Hollywood 


BEVERLY BLVD 


=e WILSHIRE BLVD 


Koreatown 
OLYMPIC BLVD 


PICO BLVD 
VENICE BLVD 


Exposition Park 


MARTIN LUTHER KING JR BLVD 


VERNON AV 


SLAUSON AV 


FLORENCE AV 


MANCHESTER AV 
Inglewood 
N CENTURY BLVD 
emp NextGen Line 
Pret ties Existing Line IMPERIAL HWY 
st 05) 


Gardena 


VERMONT AV 204 754 204 754 


Tle? 


VERMONT AV 204 754 204 754 


Los Feliz 


Westlake 


Los Angeles 


£ University Park 


Downtown 


Historic South-Central 


FIGUEROA ST 


al 


120TH ST 


Harbor Gateway 


Willowbrook 


Compton 


NEXTGEN Existing Line 757 


Updated Draft Proposals: July 2020 


207 

Frequency* HOLLYWOOD BLVD! 

Peak Midday Evening Owl : ce | | ee a 

SANTAMONICABLVD 2H 

TyQtcCi Weekday 6 min 75min 12min 30 min West Hollywood zi 
Line 207 Saturday 12min 12 min 15 min 30 min MELROSEAV = Wt 
Sunday 12 min 12 min 15 min 30 min Oe 

faifot BEVERLYBLVD >i 

o - Beverly Hills = 

> ritiit:i Weekday 11 min 14min - - eee WH 
. Saturday -- -- -- -- HH 
Line 757 Sunday ze mi -- -- WILSHIRE BLVD i 


Mid-Wilshire Hh 
PICOBLVD = 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


VENICEBLVD 
4 b h 4 » rH 
©How Is my bus changing: d 
oO ADAMS BLVD) | 
More Frequency S Jefferson Park HH 
Simpler Network mo 3 
OBAMA BLVD > ii 
= FA 
wn i: 
Fr rH 
New High Frequency Line 207: Merge Lines 207 and 757. New Line 207 & = 
would operate between Hollywood and the C Line (Green) Crenshaw VERNONAV 
Station: ii 
. More frequency for all new Line 207 bus stops on Western Av # 
: Underutilized bus stops would be consolidated on Western Av Seki # 
to balance speed, reliability, and accessibility E 
Hyde Park 
_ FLORENCEAV i 
@ i 
PH 
Ri 
SH 
MANCHESTER BLVD 2! 
Inglewood SH 
CENTURY BLVD Z# 
A N lige 
tnt 
emp NextGen Line Lennox 3: 
aaa Existing Line IMPERIAL HWY 
M etro 120TH.ST ch 
Hawthorne chansseaane 


Gardena 


Western Ave Rapid 


Los Feliz 


Hollywood 


Los Angeles 


University Park 


Exposition Park 


VERMONT AV 
FIGUEROA ST 


él 


Athens 


NEXTGEN Existing Line 760 
Updated Draft Proposals: July 2020 Long Beach Blvd Rapid 


? How often will my bus run? 


Frequency* 
Peak Midday Evening Owl 


él 


> Ry 
VA qo8 me 
yqtef-Ti Weekday 5 min 10 min 15-30 min 60 min SHES Downton 
Line 60 Saturday 10min 10 min 15-30 min 60min SEN! 
Sunday 10 min 10 min 15-30 min 60min we oS Np Boyle Heights 
sa A 
Existing ivanell ks min min o min oe met Eemienees 
. aturda min min min -- He 
Line 760 - hase is : ~ <i w, 
y Historic South-Central = 3 ASHING To 
aH NBLvp 
41STST 3 
*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am Central-Alameda i 
aN 
: i Vernon 
e O) HH 
oHow SS my bus changing? SLAUSONAV 3 Maywood 
More Frequency Lt SH Huntington Park 
- @ Sia 
Simpler Network PUGRENCEAN 
re) 
New High Frequency Line 60: Merge Lines 60 & 760 on Long Beach Florence-Firestone 
BI between Downtown LA, C Line (Green) Long Beach BI and A Line Cudahy 
(Blue) Artesia Stations: 
* New Line 60 would follow the existing Line 60 route between ances 
Downtown LA and A Line (Blue) Artesia Station and would 
include a reroute in Downtown LA from 7th and Figueroa St atl oe 
to 7th St, Central, 5th, and Grand/Olive Watts 
. High frequency service would be provided for all new Line 60 
bus stops 05 
. More high frequency would be available north of C Line (Green) 
Long Beach Bl Station and Owl service would continue to be 
provided south to Downtown Long Beach Willowbrook 
. Underutilized bus stops on Santa Fe Av and Long Beach BI would 
be consolidated to balance speed, reliability and accessibility, ae 
omitting the low utilization OWL deviation to Compton Station. 
COMPTON BLVD Paramount 
AN 
- Compton 
e=m==p NextGen Line 
M t avesanes Existing Line 
a = Long Beach 


NEXTGEN New Line 761 
Updated Draft Proposals: September 2020 Van N uys Bivd. 


Sepulveda Pass Rapid 


Frequency* 


Peak Midday Evening Owl u: 
L 
2 


ty qict-l Weekday 10-15min 15min 30-60 min 60 min 


> 


. Saturday 30min 30 min 30 min 60 min o S” san Fernando 
UWL Sunday 30 min 30 min 30 min 60 min & 
Existing Weekday 20min -- -- -- Mission Hills Hansen Dam 
. Saturday -- -- -- -- Sy 
Line 788 Sunday == -- -- == Pacoima  “ 
eS 
Be %, 
— 7 
Northridge North Hills % 
*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am = % 
‘ Panorama City 
e e i Sun Valley 
1 
oHow is my bus changing? S| 
© ai 
Simpler Network Van ys 5} 
= 
a a Valley Glen Burbank 
Sepulveda Basin ; 
New Line 761 would replace existing Line 788, serving high travel VEN & 
demand between San Fernando Valley and the Westside: TURA BLVp Valley Village 
° New Line 761 would feature similar service to former peak 
hour only Line 788 but would now operate frequent service all aan 
day on weekdays and provide weekend service qb\ Sherman Oaks 
. Service through the Sepulveda Pass will operate along 
Sepulveda BI instead of |-405 Freeway for improved access to re 
the Getty Center, Skirball Center and adjacent neighborhoods “4 
. Owl service between Discovery Cube, Van Nuys BI, Sepulveda Bl \( Beverly Cet 
and Westside/E Line (Expo) would be provided by Line 233. 
: Peak frequency will be 10 min. southbound AM Peak/northbound 
PM Peak with 15 min. in the opposite peak direction. roe West Hollywood 
rentwoot 
Beverly Hills 
AN 
e=m=p NextGen Line Contury ity 
M t aresunes Existing Line 
etro % 10) 
Santa Monica 2 vn 


Culver City 


NEXTGEN Existing Line 762 
Updated Draft Proposals: July 2020 Atlan ti c Biv d = 


Fair Oaks Ave Rapid 


La Canada Flintridge 


? How often will my bus run? 


Frequency* y 
Peak Midday Evening Owl \_ Sf Altadena 
D6 
Wy atCT-ill Weekday 12 min 12 min 15 min 30-60 min lie : 
BT CwWL{Im caturday = 20 min 20 min 30 min 30-60 min olf WASHINGTON BLVD 
Sunday 20 min 20 min 30 min 30-60 min , q 
& | Pasadena 
>it Weekday 29 min 32 min 60 min = si COLORADO BLVD 
Line 762 Phe ei ~ ~ ie = Pre 2) CALIFORNIA BLVD 
for ; ii 
Highland Park rig a HH 
*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am a sree a San Gabriel 


oa 
o> 
e e Sa 
oHow is my bus changing? $5 vautey euvo 
El Sereno = z Alhambra 
so 
More Frequency MA & SEM GARVEY AV 
Simpler Network 410] 
Monterey Park 
(10) Downtown 
New Line 260: Merge Lines 260 & 762 between Altadena, Pasadena, lf E | 
Alhambra, East LA, Lynwood and Compton via Fair Oaks Av and Wasy, @ Mi RLY Bi yp Moni 
Atlantic Bl; would provide more frequent and more reliable service BTW TIER By y, 
following the existing Line 260/762 route between L Line (Gold) YO 
Memorial Park Station and Imperial Highway then travel west to ae = paula 
Willowbrook/Rosa Parks A Line (Blue) & C Line (Green) Station: mi SLAUSON AVE re &, 
« Anew frequent Line 261 would link A Line (Blue) & C Line (Green) v E ss 
Willowbrook/Rosa Parks Station and A Line (Blue) Artesia Station a al tantae “% 
via Imperial Hwy, Atlantic BI, and Artesia Bl &. 2 
« — Anew frequent Line 660 would operate between L Line (Gold) o FIRESTONE Bi yp \ 2, Cudahy ~ 
Memorial Park Station and Altadena via Fair Oaks Av GS a 
iss) 
J 
3 Downey 
v Lynwood @ 
AN 
ROSECRANS AV aif Norwalk 
e=m=p NextGen Line xt @ 
Prey) Existing Line Compton oll ALONDRA BLVD 
Oi 
¢ ‘ Paramount 
M et ro ARTESIA BLVD 2%, nnserseesst a 


Carson Long Beach 


NEXTGEN 


Updated Draft Proposals: September 2020 


Existing Line 770 
Garvey Ave — Cesar E. 


f ‘l b ) Chavez Ave Rapid 
° How often will my bus run: 
Frequency* El Monte South El Monte 
Peak Midday Evening owl i o 
oe 
Ce 4tCT-il Weekday 7.5 min 7.5 min 10-30 min 60min oF 
Line 70 Saturday 10min 10 min 15-30 min 60min Temple City oH 
Sunday 10 min 10 min 15-30 min 60min ROSEMEAD BLVD mi 
<5 
>it Weekday 16 min 18 min 20 min -- Rosemead ail 
7 : : ns ~ ze 
Line 770 Pha bei - a ce sia == ue SAN GABRIEL BLVD fi 
2 A 
San Gabriel a " 
=| 65 H 
*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am % | oO if 
S = HH Montebello 
Jane FE 
oHow is my bus changing? © GARFIELD AV A Monterey Park 
More Frequency ATLANTIC BLVD Ga: 
: Alhambra 
Simpler Network A 
New Owl Service 3 meee” ae 
FREMONT AV F/ 
I 
o8 
New Higher Frequency Line 70: Merge Lines 70 and 770; new Line es 
70 would operate between Downtown LA and El Monte Station via zi 
Garvey Av. rH Fast Los Angeles 
« — Alternative New Line 106 would Replace Line 70 service on + 719 
Ramona Bl and Marengo St. wll 
° Underutilized bus stops on Garvey Av, Atlantic Bl, and Cesar any 
Chavez Av would be consolidated to balance speed, reliability a 
and accessibility, 
° New Owl service on Cesar Chavez Av Boyle Heights 
hid Lincoln Heights 
& 
o. 
Sv 
Y 
2 
6 Chinatown ey 
RS 
Elysian Park we 
<N & 
emp NextGen Line 
Prrreroot] Existing Line Echo Park ict y See 
M et ro S Toon 6 De 
eR eee la] 
jj Rane Sp 


NEXTGEN 
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? How often will my bus run? 


Frequency* 


Peak Midday Evening 


NextGen 
Line 180 


Weekday 
Saturday 
Sunday 


10 min 
15 min 
15 min 


7.5 min 
15 min 
15 min 


7.5 min 
15 min 
15 min 


16 min 


Existing 
Line 780 


Weekday 
Saturday 
Sunday 


30 min 


24 min 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am 


oHow is my bus changing? 


More Frequency 
Simpler Network 


New Frequent Line 180: Merge Lines 180, 181, 217, 780. New Line 180 
would operate between Pasadena, Glendale, Hollywood via Colorado 
BI, Broadway, Los Feliz BI, Hollywood BI, Fairfax Av, following existing 
Lines 217, 180, 181 between La Cienega/Jefferson E Line (Expo) Station 
and Pasadena City College: 
. Underutilized bus stops on new Line 180 would be 
consolidated to balance speed, reliability, and accessibility 
. Discontinue Line 217 south of La Cienega/Jefferson Station to 
Westfield Culver City due to underutilized service 
° Line 81 would replace Line 181 on Yosemite Dr 
° Pasadena Transit Line 20 and New Line 662 would replace Line 
180 on Lake Av while Foothill Transit Line 187 would replace Line 181 
service on Colorado Bl east of Pasadena City College 


AN 


Burbank 


hi 


101 


HOLLYWOOD BLVD 217 180/1815 


A 
a 


West Hollywood Ay ee oe 


Beverly Hills 


*e 

frais 

8 Baldwin Hills/Crenshaw 
Culver City \ 


an 


‘ster 
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Gardena 


emp NextGen Line 


Metro 


Existing Line 


Glendale 


BROADWAY 
Griffith Park 


= WILSHIRE BLVD 
e 
Koreatown “7% Sp 


Exposition Park 


Existing Line 780 
Fairfax - Hollywood - 
Colorado Rapid 


La Canada Flintridge 
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= 
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Morn 
S 
s 
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LAKE AV 180 


180 Fagle Rock 


SOLORADO BLVD 
on re 


San Marino 


bid 


K) 
Be 
< South Pasadena 


di 


Downtown 


MARTIN LUTHER KING JR BLVD. 
Vernon 


Huntington Park 


FLORENCE AV 


FIGUEROA ST 


South Gate 
CENTURY BLVD 


81 


IMPERIAL HWY 1 o94 
s05 


Willowbrook 


Compton 
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NEXTGEN er Existing Line 788 
Updated Draft Proposals: September 2020 Sepulve da Pass Rapi d 


Frequency* 


Peak Midday Evening Owl u: 
L 
2 


WT qict-Till Weekday 10-15min 15min 30-60 min 60 min Choe 4 
Line 761 Saturday 30min 30 min 30 min 60 min o Caray nrih 
Sunday 30 min 30 min 30 min 60 min & 
Existing Weekday 20min -- -- -- Mission Hills Hansen Dam 
. Saturday -- -- -- -- S 
Line 788 Sunday == -- -- == Pacoima & 
Oy 2. 
COs t 
~ Y 
Northridge North Hills  o % 
*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am aa % 
* Panorama City 
e e i Sun Valley 
1 
oHow is my bus changing? S| 
© ai 
Simpler Network aN 5} 
zi 
ocume a Valley Glen Burbank 
Sepulveda Basin \" ; 
New Line 761 would replace existing Line 788, serving high travel VEN H é 
demand between San Fernando Valley and the Westside: TURA BLVp 1 Valley Village 
. New Line 761 would feature similar service to former peak 7 
hour only Line 788 but would now operate frequent service all aan 
day on weekdays and provide weekend service qb\ Sherman Oaks 
. Service through the Sepulveda Pass will operate along 
Sepulveda BI instead of |-405 Freeway for improved access to re 
the Getty Center, Skirball Center and adjacent neighborhoods “4 
. Owl service between Discovery Cube, Van Nuys BI, Sepulveda Bl \( Beverly Cet 
and Westside/E Line (Expo) would be provided by Line 233. 
: Peak frequency will be 10 min. southbound AM Peak/northbound 
PM Peak with 15 min. in the opposite peak direction roe West Hollywood 
rentwoot 
Beverly Hills 
AN 
e=m=p NextGen Line Contury City 
M t Beseanes Existing Line 
etro % 10) 
Santa Monica 2 vn 


Culver City 


NEXTGEN 
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? How often will my bus run? 


Frequency* 
Peak Midday Evening Owl 
WT ¢icl-il Weekday 15 min 15 min 30-60 min 60 min 
Line 94 Saturday 30min 30 min 30-60 min 60min 
Sunday 30 min 30 min 30-60 min 60min 
>it Weekday 29 min 31 min 53 min -- 
. Saturday -- -- -- -- 
Line 794 Sunday ai aa —— = 


*Peak: 6-9am/3-7pm, Midday: 9am-3pm, Evening: 7pm-12am, Owl: 12-4am Northridge 


oHow is my bus changing? 


More Frequency 
More Reliable Service 


New Line 94: Merge Lines 94 and 794 on San Fernando Rd: 

. New Line 94 would operate mostly via the existing Line 94 
route between Downtown LA and Burbank but include a 
routing via Brand Bl and Broadway in Downtown Glendale. 
From Downtown Burbank, new Line 94 would extend west 
on Magnolia Bl to end at the B Line (Red) North Hollywood 
Station. This new route would provide more service between 
Glendale, Burbank and North Hollywood. 

« Anew Line 294 would operate along San Fernando Rd between 
Sylmar and Downtown Burbank. 

. Underutilized bus stops on new Line 94 would be consolidated 
between North Hollywood and Downtown LA to balance speed, 
reliability, and accessibility, and frequent service would be available at 
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? How often will my bus run? 
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Additional } Line (Silver) 910 trips would operate in place of Line 

950 between El Monte and Harbor Gateway Transit Center. This 

change would improve } Line (Silver) 910 reliability and allow for the 
transition to operating new Zero Emission Buses on the J Line (Silver). 
New Line 450 would replace Line 950 and operate between 
Harbor Freeway Station and San Pedro via the I-110 Freeway. 
The J Line (Silver) 910 will continue operating as usual between 
El Monte, Downtown LA and Harbor Gateway Transit Center. 
During weekday peak periods Line 450 would extend to serve the 
Harbor Transitway to downtown LA (7th/Flower & Figueroa). 
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